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GERMANS STILL RETREAT 


BDT RESIST STUBBORNLY 


AT FRENCH RIGHT CENTER 


OUTCOME OF FIERCE EN- 


GAGEMENT AT VITRY LE 


FRANCOIS CAUSES AL- 


I f 
LIES SOME ANXIETY. 


'CRUCIAL BATTLE WAGES 


Pear Nov.- Felt in French and Brit- 


On our 'left wing the Germans have 
begun, a general retreating movement 
between the Oise and the Mame. 
.Yesterday their front lay between 
.Soissons, Braino ..and Fisues and the 
mountain p£ Reims. 
"Their cavalry seems to be exhaust- 
ed. 
The Anglo-French forces 
which 
pursued, tham. encountered on Sept. 
11 only feeble resistance. 


"At the center on. our right wing 
the Germans have 
evacuated 
Vitry- 
Le-Fracois. where .they had 
.fortiftert 
themselves.". 


German* Lose Rapidly 
They have also evacuated the val- 
ley of the Saulx river. 
Attacked at 
Sermaize and at Revigny, they aban- 
doned a large, quantity 
of war 
ma- 
terial. 


"The Germans forces, which have 
been occupying the Argoune regions, 
have begun to give way. They are 


- to the north of the forest 


artillery 
ccrps. 


of one German army 


ish Camps That Kaiser's Ar- 


mies May Turn and .Re- 


trieve Recent Reverses. 


The 
French 
war 
office 
an 


rcunced at three o'clock this|of,., 
T 
•r, 
* 
j_* 
Lt 
. . 
i 
Jn Lorraine we have madf 
ar.ernoon, Pans time, that the i progress. We 
- 


Germans in France were retreat- 
ing generally and were offering 
only feeble resistance. 


A British official announcement 


i rays that British troops have 
[/crossed the river Ourcq and this 


are pursuing the German 


'•Wrig'ht wing- whose retreat is rapid. 


" 
is declared that the third 


French army has captured all the 


boundary q£ the forest 


~ 
i and 
have 
"The Germans 
Die. 


ot Champen- 
Gerbenzillers. 
evacuated St. 


the 
Belgian 
army is 
acting vigorously against the German 
troops. 


"In the Servian field 
ot operations 
Servians have occupied Semlin, Aus- 
tria. 


British Cross Ourcq. 
London, 
Sept. 12. — "Our 
troops 
*-.UULIUI>, 
o<=.ni- 
±ti,— \jui 
troops 
have crossed the river Ourcq and are 
moving this morning 
in rapid pur- 
suit of the enemy." 


JANBSVILLE, WISCONSIN. SATURDAY, SEPTEMBER 12, 1914. 


BERLIN SAYS ARMY 
BRITISH CAPTURES 


CIRCULATION BOOKS OPEN TO ALL. 
NUMBER 161. 


DEFEATS RUSSIANS 


CZAR'S TROOPS IN EAST 


PRUSSIA. 


SERVIANS ON OFFENSE 


•—•— 
mi i HII otto uftnmnu 


GERMAN TEA SHIP 
OF A NEW PEACE ERA 


generations have bequeather us, deter- • 
£tf# ^^hy of the inheritance 
enjoy. 
Our nation is the 


Serbs Continue Operations With Bril- 


liant Success— Fighting of Forces 


is Near Lemberg. 


[flV AKKOCIATKD PF1KSS.] 


Petrograd, Russia, Sept. 12.—A de- 


tailed plan of the proposed march of 
Austro-German armies through Russia 
to Perm on the extreme eastern bor- 
der of European Russia and about 
seven hundred miles west of Petro- 
grad, has been found on the body of a 
commander of Austrian cavalry who 
was killed at Grodke, In Galicia. 


In this fight three Cossack regiments 


completely overwhelmed 
nine Hun- 
garian regiments of cavalry. Two of 
these 
Hungarian organizations were 
virtually wiped out, only thirty men 
surviving, 


Washington. Sept. 12.—The German 
embassy today received the following 
wireless from Berlin: ' 


"General 
Hindenburg's victorious 
progress in 
east Prussia continues. 
The Russians attempted to relieve the 
pressure on their left wing by launch- 


, ing the 
twenty-second- army 
corps 


I against 
General Hindenburg's 
flank, 


Vessel Reported. Seized on High Sea* 


Outside of'Manilla Bay After 


Loading Cargo. 


[BI ASSOCIATED PRESS.] 


- Shanghai, China, Sept. 12.—Reports 


from Hong Kong declare the steamer 
Singan has been captured by a British 
warship on the''high seas twenty miles 
outside of Manila bay, from 
which 
point the vessel had taken on a cargo 
of tea-from a German boat. 


IFrench Cruiser Sighted. 


New 
York, Sept. 
IS.—A 
French- 
cruiser was. sighted off the coast to-1 
day. The steamer 
Oregon 
upon ar-1 


riving, from Boston reported that the 
cruiser was about ten miles east of 
Fire Island shortly before noon. 


British Capture Coil. 


SECRETARY 
OF 
STATE 


STIRRING ADDRESS AT FLAG 


CELEBRATION AT BALTI- 


MORE. 


AMERICA'S 
HERITAGE 


Freedom and 
Peace of 
Which Star 


Spangled Banner Is Symbol Will 


Follow Present European 


Warfare. 


[FIX ASSUCJATKU PRESS.] 


Baltimore, Md., 
Sept. 12.—Coining 
'*« 
personal 
representative 
of 


falter or~'fall 
short 
mance of " 
" 
us.1 


in 
the 


hi™,V~' ubalJUzecl 
i» " tlieir „,„ 


ffi m^VZ^^Mn' 
rnMttertod18 mba°yndTShv°f cof- 
hosts* of1™*6, "V? •?•»«""«. ii°Pi°g 
nnhlt,? t 
?? ° tlle. imP"lses that are 
noblest, to the- service that is 
enduring." 


. „ . _ , . 
—..ju,.» , «. WKJ, 
• 
,. 
* 
•-" 
• ""f* co^uiaLJ. > K 
VL 
Cape Town, Sept. 12.—The German j ,l, resident Wilaon, who found himself 


bark Hem'/, SB days out from Cardiff una,We, to attend, Secretary Bryan i 
with coal and coke, was captured by 
° 
""" 
" ~ "' 
~ 
' 
a British ship and brought to Simons- 
town today. 


QUAKE LEVELS TOWN 


ON PERUVIAN COAST 


SECRETARY OF STATE 


RACE A CLOSE ONE 


nemv, so days out trom Cardiff " , " . 
L" aiienu, secretary Bryan i 
coal and coke, was captured by tp 
here today at the Star Spangled Vote Lies Between 
Donald and 


ittah shin and „«*,.„, ,„ «,„,„„.. %??^r™^™- 
The ?«Wect;or 
man on Republican Ticket 


Bryan said that he found 'ills wxt in' „ „ |BPKCIAL m TBK "*«•«• J 
| the line with which the poet closed 
Madison, Wis., Sept. 12.—The 


'' -fVpr StlhoZ1 °Erttlle- n«tional anthem—i for the 
Republican 
nomination tori ana men- diversion 1 


Home "r6 the'BraVe'"6 £,£ SSve'ro io"0^7 °f ?*" * S° C'°Se betwsm SSVX61?^? ," 
meat of-American idealsI the lecrl 'Secretarv Jolm S. Donald 
P"i ™= i i?-?.1-.,01 t!l? Paric de 


"••;J '"-' ' 
' 
with it a wider i H°llmiu ot Deerfield that onl; 


the 


CLEVER MANEUVERS 


MARK PARIS BATTLE 


MASTERS IN 
ART OF 
WARFARE 


PITTED AGAINST EACH 


OTHER IN CONTEST 


•• 
' 
OF 
STRATEGY. 


JOFFRE NEAR VICTORY 


French General Fails by N»rrow Mir- 


flin to Win History's Greatest 


Battle According to Critics. 


[SPECIAL TO THE- GAZHTTK] 


-. 
fein. 12.— The admirable <iis- 
c plme of Kronen military censorship 
cation wh eS »y, yesterday's <*>mmunl- 


Hoi- ! one™ (side "of the" mili^ "autho"';' 


j ties who knew t!,,, 
whereabouts of 


I' rench forces at Die beginning of 


w r h e ' Ge™"™- 


" 
^ 


ftfo 
for and 
routeto 
to the 


,° 
Th 


• 
• 
rotherhood" 
The 
constitminn „, 
' 
. 
n error 
n 


For'Second Time Within Year Small! the United States, he said had become 
ranSCrim'"B' dlle to the. similarity of 
\/m— o-..*,- -* 
i..... _ 
> 


-_„„_. u...,. ,„ 
LIIV 
" ' " i - , , , * . ii 
f 
, —• -•.- 
• •> 
i in IT v; V-iJiujrins, 
»^* £,=- * ^«$^$&W£ "^ 


yesterday was received today at the 
French embassy: 
"The French general 
staff 
made 
known today that the first German 
army continued its retirement. 


Up to early afternoon no state- 


ment had been issued by the Ger- 
man war office. 
The latest offi- 


cial German report said that their 
forces had captured a fortress 
southwest of Verdun and news dis- 
patches indicate a purpose on the 
'•?rt nf tho 
o-cno-^oi 
«.+o*r * 
Ilel(I Sims, six catteries of field how- 


H.n 01 tne general Staff to SUr- itzers, one or two batteries of heavy 
round and cut off from the line of i arJAllery antl,a machine gun group. 
•lio aViioe +v 
t 
, 
° 
.„ 
Our aeroplanes report that the ene- 
ilie allies the strongly fortified my'a retreat is very rapid." 
City of Verdun 
,„ Germans Still 
Retreatinfj. 
j 
ircuu.ii. 
! 
Washington. Sept. 12.—The follow- 


News dispatches indicate that inS, dispatch from 
Bordeaux 
dated 


the Russians 
have 
not 
over- 


whelmed the Austrians in Galicia 
as had been claimed. Fresh and 
stubborn fighting in that Austrian 
province is reported and this has I Corierets"~a"ud"co"issons.' 
..„ 
... 


given rise to the speculation that I fyltfA8i0 
gmet«s.'roin Sixt>' l° seven' 


the German corps brought from 
•"ln the 
second 
army the tenth 


i 
. 
. 
•*• 
O . 
** v«* I CQj-ng 
Of 
tho' 
0-1 in-crlc 
»iMT- n-n 
1,^^,1, 
+.-. 


As\vost may nave been thrown in-' the Saint 
io Austria to support the Austri- 
sns instead of proceeding to East 
Prussia to re-enforce the Germans 
already there. 


The situation in East Prussia is 


in doubt but there is nothing to 
indicate that the Russians have 
made any notable advance west 
since their reverse at Allenstein. 
They were last reported attacking 
Koenigsbnrg, while the 


Following is an announcement giv- Dut according to official reports were' 
en out by the official press bureau. 
' defeated. 


'Two hundred prisoners were cap- i 
"Several batteries were 
captured 
lured. 
The cavalry of the allies was i from the main Russian forces 
-•-• ^u, 
j.j,^ \jtl.ullj 
Vft 
IJIt; U.1HC5 WHS 
between Soissons and Fismes 
last 
night. 


"The anemy is' retreating north of 


v it ry-Le-Francois." 
According to official announcement 
made here, the third French army has 
captured all the artillery of one Ger- 
man army corps. 


The artillery of a 
German 
army 
corps consists of two 
regiments of 
Jipkl pieces, • eighteen 
batteries 
of 
field guns, six batteries of field how- 


We have in 


drawing. 


"In"the Champaigne the third Ger- 
mnn'"!rrmy is 
also ..retreating. 
Tiie 
German center is thus at last giving 
ground. 


"ACter a hard fight in the region 
between Sezanne 
antl Vitry, 
in the 
Argonne, the fourth German army hati 
been pushed 
to the 
north 
of 
the 
Troisfontaines forests. 


French at Vassincourt. 
'A fifth German army, after making 
very serious effort on our right wing, 


"There was no news until eleven 
o'clock from the western front where 
the struggle presumably is continuing. 
The Saxony army un.-!er General Von 
Hausen seems 
to have fought bril- 
liantly. 


"The Reichs bank weekly report is 
the best since the outbreak of the 
war. 
Note circulation has been re- 
duced 
$96,000,000 in gold and 
in- 
creased $23,500,000, showing that the 
banks are bearing the strain of the 
war very satisfactorily." 


Russians Win In Gajicia. 


A Central News dispatch from Rome 
says: 


"A telegram received here by the 
Messaggero from 
Petrograd 
states 
that the second battle in Galicia re- 
sulted even more satisfactorily to the 
Russians than the first. The losses of 
the Austrians are estimated at 130,000 


Village South of Country's Cap- 


ital is Wrecked. 


[11V ASSOCIATED PRESS.) 


Lima. Peru, 
Sept. 
12.—News has 
reached here that a tremendous earth- 
quake has destroyed the city of Cara- 
veli in the department of Arequipa. 
The report says the people are In a 
panic, but no mention is made of loss 


a town of about 4,000 


a pattern copied by other nations and a fisure five with the figure three, led 
- 


"" 
- -- 
- 
the to a deduction of 200 votes which had I vnV, wi"i 


been credited to Mr. Donald, thus fur- 


of lives. 


Caraveli is 


inhabitants 130 miles northwest of the 
port of Mollenda. Early in August a 
year ago the place was wrecked by an 
earthquake, but had since been re- 
built. The district in which Caraveli 
is situated 
is. subject 
to frequent 


earthquakes. 


BRITISH OCCUPYING 


GERMANY'S ISLANDS 


_ 
monarchical authority and 
hereditary power. 


War Era Ended. 
Americans never had hesitated Mi- 
Bryan said, to die if necessary in de^ 


Tho ^lannef, Dlr,ect Attack, 
ihe plan evidently was for a quick 
""--'• on Paris hy General 


of Gen- 


fense of the authority for which the" 
flag stood. "But the war era has end- 
ed in the United States," he added 
and is drawing towards its close in 
foreign lands; the convulsions through 
.which Europe is now passing are but 
the death throes of militarism." 


his address, 
Mr. Bryan 
Opening 


S3.1O '. 


ther depleting 
his narrow 
majority. lL?-mburg ant! Saxony and the Crown 


Mr. Donald up to last night was not' ^'^-c° w 
f 
er,^ to ,?eal with 
the othw 
.disposed to claim victory in the light • 
mil ol.t»? allies, 


of the shifting'returns, each hour de- rermJ? 
• fV"s. «°nimanrlcr 
of the 


yelopng some new change and mak- rSnn™ nf »i^'V'i'i•s"rp,ri??d- hy tlle 
ing the outcome a matter for the of- Lr Pnmnf0^f 
1!lcs ,at Guies<? and 
ficial canvass to determine. 
?ndC°" p'eF,"e' wa,? rendered cautious 


.There I» liUle chance of discrepan- ^^"tbS'aJml-'^r^rlB^on^ 
cies in the canvass, as various politi- flank. HP. shows' his resonrr - ' 
cal interests are maintaining a check by a sharp counter movement 
on the returns as fast they come In. this •—'--• 
- 
-^"L 


Attorney John B. Sanborn of this city 
is polling the returns on behalf of the „ 
,.,JU lt=lc,, 


Philipp 
ticket; T. C. Richmond is I General 
.Joffre's 
plan, 
sav it 
JB 
watching for- Nels Holman, and Thorn- match between masters in the art of 
as J. Mahon is checking up the - - - " • • > - 
Mean vote on 
* 
" 
era interests. 


The world has longed for freedom 
throughout the ages—the world, made 
up not of the privileged few, but of 
the countless multitude. Some of the!?- 
. 
T, -„ 
~ 


people have at all times had freedom llca" vote on seuator £or tlle McGov- 
—often more than they have wisely °"" "•«"<"•= 


on Kluck full credit for skill 
as hardihood, and referring io' 


of whom 90,000 arc prisoners." 


Activity in Servia. 
London, Sept. 12.—In 
a 
dispatch 
from Petrograd the correspondent ot 
the Renter Telgeram 
company an- 
rounces that the troops of Servia- are 
continuing their offensive 
operations 
against the Austrians with great, suc- 
cess.' German soldiers are at'present 
in the Grodek district of the Austrian 
.theatre of war. Grodek is about,six- 
teen miles west ot Lember3. 
The 
operations 
;ot the 
Russian 
troops on the .two wings in the rear 
of the western Austrian army, the cor- 
respondent continues are favorable to 
the Russian arms. Near Rawa Ruska 
(32 miles to the west of Lemberg), a 
turning movement against the Aus- 
trian flank is proceeding successfully. 


used. A few in every age have not 
only had undisputed control of them- 
selves and of their resources, but 


i have profited by the limitations which 


I they have imposed upon those who 


ofiTere H5able to 
successfully 
resist 


German Bismarck Archipe,aBO 
| rfe t^ ad^dTo^t^'mono^^f 
physical happiness 
and intellectual 
progress. 
They even fettered the con- 
science of man 
and 
prescribed the 


Fleet Takes Seat of Government 


JANESVILLE MAIL 


OPENED BY CENSOR 


Near Australia. 


[I)X 
ASSOCIATED PKESS.] 


London, Sept. 12.— The admiralty 
, 
. 
. 
announced this afternoon that 
the 
British fleet has occupied Herbert- 
shoehe on Blanche bay, the seat of 
government of the German Bismarck 
archipelago and the Solomon islands 
The Bismarck archipelago with an 
area 
of 18,000 square miles, and a 
population o( 200,000, is off the north 
coast of Australia' and southeast of 
.the Philippine. islands. The group was 
assigned to the German sphere of influ- 
ence by an • agreement with 
Great 
Britain in 1S35. 
New Guinea is in- 
cluded in the jurisdiction. 


sieged Grodek." 


Allies Winning Victory. 
London. Sept. 12. — A dispatch to the 
Daily News from Paris says: 
"A mo- 
tor car brings news from the front 


airy and artillery, cut off and defeated i lOuu, 000 homes. 
a large force of the enemy sixty miles | 
Consul General 


German 


troops are said to be moving to- 
ward that strong-hold 
i j . 
.° 
iuit;eu tu -A u m u s u u u b ruLreai. 
ine 
Advices received by the French i wo°le army has' been pushed back io 
errhqqw i1- wroiitiiv.™* 
i n * ^ 
-i the west of Hawa 
Ruska, and the 
<.n.pass> a. Washington tell of the Dneister 
river. The Russians be- 


retirement of the German center 
' 
" "' ' ' " 


east of Paris, but these obviously 
refer to the fighting- of yesterday 
or earlier. The details of which 
were made known in official dis- 
patches from Paris last night. 


A dispatch from Rome says that 


Pope Benedict XV has charged 
Jorag-n cardinals to urge their gov- 
ernment to cease hostilities and 
invoke a peace conference. 


A news dispatch from Petrograd 


says that the Servians are contin- 
' ?ing successfully their offensive 
^perations against Austria. 


I BY ASSOCIATED PRKSS.] 


Ion. Sept. 12.—News of a flecis- 
i..racter 
of 
west of 
Vitry.Le- 


was thrown back. 
Our troSps occ"i- \ MYRIADS TO STARVE 


UNLESS AID ARRIVES Lon_don Bibbi« Ar°"s«l by Suspicious j Long 


py 
. 
."The general 
situation has 
thus j 
been modified to our advantage dur-! 
ing these last days. 
! 
"On the other 
side the 
Austrian i 
army, attacked near 
Tomassow, was 
forced to a disastrous retreat. 
The 


GERMAN QUARTERS 


RAIDED IN LONDON 


forms through ^wliich he might satisfy' 
j 
for communion 


T his freedom, rest-;. 


the universal 
with the infinite. 
ing not upon respect for human rights ^addressed to American citizens in the 
B"oj"J>0".--the.'..1?ower 
9( might, de-! United States does not make it hn-' 


muiie from 
the 
censors 
of the na- 


tions at war. At the posloftlce here, 
letters arriving from the belligerent 


Joffre Near Victory. 
General Joffre failed, they believeu, 
by the narrowest marfiin in gaining 
one of the most brilliant victories in 
Jiistory. It is generally thought that 
this looping the loon adds immenselv 


i &e £.±ng5r.5 °LX°» Khick's army. 


I their 
| loose 


j francs, and" have to count not onlv 
with the extraordinary endurance o'f 
Missiles Arriving at Postoffice From the allies, hut wilh one constant dan- 
, 
Warrina Nations Show Signs of 
?!L_fro"?,i 
tlle <].villB 
column 


Scrutiny. 


The fact that mail is addressed to 


denied.' 


Fight For Freedom. 


Devastated 
Chinese Provinces Face 


Wiping Out Unless Help is Ob- 


tained From Without. 


IBV ASSOCIATED 1'BEBS.j 


Washington, September 12.—Twelve 
months famine which only outside aid 
can avert, 
faces 
Kwang Tung and 


Kwangsi, provinces of uhina winch 
that the first of'the second division of | were uevestated by flood in July witli 
the British army, -with the French cav-1 a Joss ot ;',,(joo hves and more than 


Maneuvers. Swoop Down on House 


and Make Good Find. 
[BY ASSOCIATED PRESS.] 


London, Sept. 12.— A 
pretentious 
residence within sight of 
Windsor 
castle was raided today by the police, 
who seized a. quantity of German cor- 
respondence. 
The - occupant of 
the 
house, a German, was arrested and is 
now- held in a detention ca.mp for Ger- 
man prisoners. 
The prisoner, 
whose name 
is not 


, made public, is said to have moved in 
i the best circles of Windsor and 
to 


northeast of Paris, taking six thou- 
sand prisoners and fifteen guns. 
The 
Germans are reported as demoralized. 


"The half-starved prisoners raven- 
ously devoured beef and biscuits pro- 
vided by the British troops. 
"During 
the 
fight 
fifty 
British 
cyclists from the cover of a 
small 
wood wiped out 150 of the enemy's 
cavalry. 


"The allies' losses were severe, but 
they are as nothing in comparison to 
those of the enemy, who is now re- 
treating to the north of the Marne, 
west of Ourcq. 


Belgians Renew Fighting. 
The-Antwerp correspondent of the 


f, 
. 
-- 
,^ 
Dally Telegraph sends the following: 
fi;l| "JLS- where the army of Saxony 
"A courier brings news of fighting 


t'. .,!'"r.'7-ot tno armies 
commanded j.i Hopstad near Jtalin. King Albert 


(;»„'„„, l,""loe, °f 
Wurtemberg and motored out and participated in the 


••-r.,.'," 
°P Beulew are fiercely fight- general engagement which is appar- 


am,1'I' lr"ak fl?.™^ the French rig 


Cheshire 
reported ! have entertained members of the roy- 
today trom 
Kwang Tung that more i al family, 
tlian 
»,uou,00u 
suifered 
losses and' 
many millions in distress would need! 
food until the next harvest. 
Reportu I ' 
oi American mission workers forward- 
ed in the consul general's report tell 
of ^the havoc and destruction. 
"In many places whole villages have' 
been wiped out, inhabitants and all " i 
says the report. "The loss of IIEH mav 


WAR TAX BILL HELD 


OVER BY 


"And bravery was not lacking then countries have been opened and their 


Z7Llil\?i '?r-av,e,r,y .of tlle conqueror who | contents closely scrutinized. Provid- 


ing the text is satisfactory and no in-j 
formation of importance to the enemy I 
is cotained the evelope is again sealed I 
with the official stamp of the country! 
where it was opened and in additon it 
bears the legend, "Opened By Censor" 
or "Opened by Censor for Inspection." 


Officials at 
the 
Janesville federal 
building report great delay in delivery 
of mails from foreign countries. 
Of 
course this is brought about by the 
war and no doubt will continue" until 
the conflict 
is ended and peace re- 
stored. 


t i— 
, . 
^ 
vnc n/jivjuejui 
WHO 
risked his life to secure the authority 
that he coveted. But. the freedom oi 
the despot and the bravery -of the 
tyrant are not the virtues of which 
Key sang. It required a higher form 
ot both freedom and bravery to thrill 
the heart ot the poet and to suggest to 
him the word pictures that he wove 
into 
his 
lines". The 
masses 
have 


•• gradually won their way 
to a 
air 


'' 


. 
- . -- - freer 
to a larger liberty, but every 


age in search of the northwest pass- 
age 
sustantial 
progress 
had 
been 


made, but it was reserved 
for our 
forefathers to lay upon the soil of a 
new continent the foundation of insti- 
tutions dedicated to the doctrine that i 
all men are created equal; that thev 
are endowed by their creator with in- ! 
alienable rights; that governments are 
instituted among men to secure these 


MISS NORTH WEDDED 


ON FRIDAY EVENING 


rights and 
drive their just 
powers 


from the consent of the people. 
It 


Edgerton 
Young 
Woman 
Becomes 


Bride of Norman E. Brokaw of 


San Diego, Cal. 


pioneers. Our constitution has"become I Edgerton, Sept. 12.—Promptly'at 1 
the pattern copied by other nations' o'clock, Friday evening, at the" home 
and the success of our experiment in i of the bride, Miss Theodora M. North 
self-government has answered all the and Norman E. Broka.w of San Diego, 
argument 
formerly advanced in be-!CaI- were united in marriage by Rev. 
ha.If nr arHifraT«V nrt«i«T. 
* ""Pii« *_j. 
: T 
"\V 
XTj-i^fi\ *if tl^io j-ifi-ii 
*K«. »;««. „„_„ 


was a bold—it seemed almost a rash . 
undertaking, but the enterprise hasi 
succeeded beyond the dreams of the j 


ger from the flying 
column 
of the 
comparatively fresh army of Paris 


PLATFORM MAKERS 


GATHER AT MADISON 


Republicans, Democrats and Socialists 


Will Visit St»te Capitol To Lay 


Party Plans. 


Isruci.iL TO Tin: cuZKri-E.] 


.Madison, Wis., Sept. 12.—The three 
important political parties of the state 
will hold their platform conventions 
hel-e on Tuesday. Superintendent of 
public property Otto Onstad announced 
today that the assembly chamber had 
been reserved for the meetings of the 
republican delegites; the senate cham- 
ber for th a democratic party and one 
of the large committee rooms win be 
used by the socialists. The delegates 


;, to the platform conventions are 
the 
' nominees of each party for assembly 
senate, congress, for the state offices 
and the hold over senitors. 
Should 
the full quota of delegates be present 
about 150 delegates will be in attend- 
ance at the democratic and republican 


Although Judge .Tohn C. Kare) had 
the opposition of the Aylward forces 
at the primirles, the principal slogan 
of the Aylward forces being the uu- 
proval of the Wilson aamiulstrawon, 
it is claimed here that Judge Karel 
will stand tor the adoption of a strong 
progressive platform 
that will corn- 


republican platform 
- 
. 
. 
. 
half of arbitrary power. 
The trium- i T- W. North of this city, the ring cere- line of the Philipp 
' 


will 
follow 


convent on 
tho 


report. "The loss of lige may 


be 
Known, 
but the suffering 
nn»ia 11 ir»n- " 
, 
caused is .appalling." 


and 
^ 
_ 
..ght 


still bangs fire, and"the 


Y' 
;. 
V "' both forces grows keener, 


''. !•- i-cr-ognized that the result of 
•''M'ie m this quarter is likely to 
« » i.?cisive effect upon the whole 


•-«!.<! thp Germans smash through 
.'.''-!:r-:' of the French line in this 
• if. 
-jn-y would turn the line of 


iT'ii".-! frontier forts and serious- 
^".u::(•]• rhe rear of General Gas- 


sixth army 
corps, 
already 
'c tin 1 hilt with a correspond- 
of Germans before Nancy, 
ar Germans May Turn. 
" —"••--• 
here that the 


the Central News 
says: 
"According 


-. 
, . l t 
r.o 


:v . • nd rh? 
n« th? 


orces r a l l v i f t p r 
' 


lone 
' 
.... 
. n:a>' the Germans turn and 


ii--' 
1' 
1 uifiir present reverses. 


• • • ; _ • "I'lic is warned that the prea- 
Sl»::ition merely is the first shase 


,1r-.r<-nt battle and that the Battle 
v :.s or">' the first stage of a ll- 
between the 
nation?. 


''•••': continue 
r.rrn;i'.! remain 
pi'esent. 
;.K' 
r'Pt unofficial 


;<:•::• h.rger 


so long 
ae the 
intact as they 


....... ----- reports 
from 


Champagne tell of con- 
• 
number of 
German 


•v!',? "'•'' prisoners "being" captured 
c':-..:V^'.;'p mentioned i the last offi- 
"•jni 
-lr:|nnication. 


f-p -?'Jn "filial 
reports 
c .,-!„,„ of rhp Qermans 


ih«' 


speak 
of 


by 
troop? 
-.... but while 
no reason to doubt that the 
',.^l.";?cuatlnr? P"ts. of Bel- 
•„, . 
y 
it seems probable that 
purposely avoiding- battle, as 
object, of their 
southward 


o get in the fighting zone of 
o and to relieve pressure 


ently going well. 


"The Germany artillery figured con- 
siderably but the Belgian infantry, 
well supported by guns, gradually 
forced the Germans back." 


A dispatc-b 
to • 
from Amsterdam, 
. 
„ 
to a Ghent dispatch the Belgian gov- 
ernment having opposed the delivery 
of the army's necessaries, requisition- 
ed by the Germans, a Belgian force 
has again occupied Ghent. The neces- 
saries which had already been pre- 
pared, were not delivered." 
Engagement Near Liege. 
Rotterdam, Sept. 11, via London, 
Sept. 12,—The Nieuwe Rotterdamache 
Courant is • informed by a native of 
Rotterdam that while endeavoring to 
reach Namur, Thursday 
he was not 


Pitted to Pasa 
Liege. 


FRENCH LAUNDRESS FOUGHT 


WITH COMPANY OF ZOUAVES 


[BT ASSOCIATED 


Paris Sept. 12. — Among the wound- 


ed brought to Notsy-Le-Sac, a town in i 
the department of the Seine, and near ! 
the Ourcq canal, was a young laun- i 
dress in a soldier's uniform. She had ! 
followed a company of Zouaves, and 
had fought along side of them in the j 
tronches, 
: 
. 
| 


Complimented for Bravery. 
She had fought along side of them 
in the trenches. Her identity was not 
discovered until she was 
wounded. 
Before sending her - t o the rear the 
commanding officer complimented her 
on her bravery. 


TROY AND ALBANY 


ENTERTAIN DELEGATES 


ari--i. Sopt, 12.—Tt 
was 


this 
afternoon 
officially 
that the 
,,,..„ ,.°'.ces to the east of Paris 
onw 
y "treating and that they 
fflor ng only a feeble 
resistance 


°D ;Iet)cn and British troops. 
-1- omc!al communication say«: 


[SPECIAL TO THE GAZETTE.] 
Albany, 3S 
T. Y.. Sept. 12.—Delegates 
to the .Deeper Waterways convention, 
now being neld fn New York City, are 
today the guests of Troy aud Albany. 
The need of a deeper channel and its 
vast industrial 
advantages 
to this 
section were pointed out to them by 
members of the local .and Troy mem- 
bers! of commerce. • 


EACH SOLDIER KILLED.' 
• I N EUROPEAN CONFLICT 


COSTS OVER $25,000 


The cost of killing a 
man 


has gone 
up, 
like everything 
else. In forty or flfty years the 
average cost of killing one sol- 
dier has increased nearly $5,- 
000. 
In the present 
war the 
the cost of killing each soldier 
will probably reach J26.000. 


The cost of killing one sol- 
dier 
is obtained by dividing 
the cost of a war to any of the 
belligerents by the number of 
men killed on the other side. 
In the 
Franco-Prussian war 


of 1870-71 the cost of killing 
*»oh man wna $21,000, Bat the 
cost ot every material of war- 
fare has advanced substantially 
since then. It is ante to estimate 
—unions the terriffiu destruction 
of machine guns upsets prece- 
dent—that 
to 
bring 
about a 
soldier's death will cause an ex- 
penditure 
o£ $25,,000 
on 
the 
other side. 


France spent 1400,000,000 in 
cctual expenses of that war and 


$200,000,000 
in repairing 
ma- 
terials, giving help to the father- 
less families arid other uses. 
The 
German 
dead 
numbered 


•28,600. 
For every one of- f-.hem 
France 
spent, 
approximately 
»21,000. 
, 
- • ' • 


The figures of the Russo-Turk- 


Ish war of 1877-78 give an aver- 
age of ?15,000 for every one 
killed. 
' 
' 
. 
It cost Russia $1,200,000 to 


kill 68,600 Japanese in the war 
ol 1905, making the cost of the 
individual slaying $20,400. 


Fatigue, 
typhus or cholera 


will, of course, kill the greatest 
num.ber.and reduce the effective 
force 
of the armies. In the 


Crimean war four times as 
many died through disease as 
were killed in battle, -Advanced 
hygiene 
will 
undoubtedly 
do 
much to cut down these figures, 
but death 
by disease 
in war 


times surely cannot be entire 
ly obliterated. 


Democratic Leader Decides to 
Hold 


j 
Freiqht Tax 
Bill Over Until . 


' * » » « * * * ! 
Return-of President. 


* 
. 
[Bt ASSOCIATED PRKSS.] 


t • 
Washington, Sept. 12.—Because of 
*:a 
democratic revolt 
in the 
house 
, ; against the' freight tax bill proposed 


i phant democracy of the new world has ! oiony being used. Mendelsohn's wed-! form adopted here a few months ann 
| stimulated the friends of liberty in the i dinS march was played by Miss Nellie; with the exception that the work of 
old to new advanced, until we see i gently, violinist, accompanied by Miss! the state, industrial commission and 
everywhere 
increasing 
limitations icleva Touton at the piano. 
lmmedi-|the railroad commission will be en- 
placed upon monarchial authority—i *t*.'y, preceedmg the 
ceremony Miss j dorsed. The claim is also made herp 
everywhere the waning of hereditary i fP" 1 Wileinan sang "O Promise Me." that neither party will endorse the tax 


• Sterling North, brother of the bride, • commission. A promise of lower taxe« 
pflrT-lftn 
1 ll o TMno- in rt i«.liii*\ *..*.... 
' M'ill Itt* mn/3i* 
K.. 1...J1. 
- . _ . . * • 
t»«.—. 


in the war revenue bill, Democratic 
Leader Underwood today 
decided to 
await the return of President Wilson 
to the capital before introducing the 
measure. 


' C H I L D WILL REMAIN WITH 
J 
FATHER SAYS JUDGE STEVENS 


'! The petition 
of Mrs. Fannie 
.1. 
' | Wheeler of Beioit to get the custody 
' 


pov«:er. 


Beginning New Age. ' . 
. 
! ca™rd .^."ngjn a^ white,"rose/";;' j ^!,.bima<|e_by7bp(Fparti;s: 


"\ccomoanvlnB thi. 


freedom has come 
neeaom nas come 
p r 
( , ,i 
change in the 
type of courage which man has mani- 
fested. 
There 
has been 
a constant 
growth in the spirit of brotherhood— 
an increasing tendency among men to 
unite their efforts in defense of com- 
mon rights and the advancement of 
the common good. It is in this period 
that our people ha've lived, since our 
nation, 
born 
in 
the 
revolutionary 
struggle, entered upon its superb car- 
eer. 
During these years tho flag has 
been 
'gallantly 
streaming,' 
some 


times in 'the rocket's red glare,' and 
son has imitated sire in 


-. 
, 
. 
. 
-Miss. North 
was 
dressed in white j 
> he meeting of the socialists will 
p 
c,re!)e ,'',! meteor and l>ear)s and car- more perfunctory. The party platform 
rietl white roses and ferns. The house I "as been well formulated and it is not 
wwas decorated 
with 
red and white expected that more ihan twentv social- 
roses ami ferns. 
At 7:30 a wedding l i s t delegites 
will 
h<> in- attendance 
•- prohibition party will 
dinner was served to sixteen guests. 
The table was decorated in red and 
white. 


The bride and groom are graduates 


of Ijawrence 
university 
where they 
met and became acquainted. 
After the dinner they began their 
automobile trip 
to San Diego, Cal., 
where they will make their home. 


- The out of. town guests were Mrs. 
N. H. Brokaw of Appleton, mother of 


the platform 
which 
several weeks ago, onlv 


- re-affirm 
it adopted 
, 
delegates, are expected tot a fftw of the 


:o be In attend- 


LATE J. P. MORGAN'S 


NIECE IS MARRIED 


IHPKCMI. TO TIII: CAZCTW} 


Princeton, x .1 
Sent 
12 
' 


•J 
•V-l* 
tlJWl &, 
ntlU 
,, 
"~ 
-»!•»* *w ••»*»*» 
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»JL 
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, 
. . . . . . 
J in willingness to the groom, and George Reynolds of Sarah Spencer Morgan 
dauuhter of 
of her son through an amendment to; maintain, with his life if necessarv I Appleton. 
J Mr. and Mrs. Julius Mor-"in ••«(! nie^P 


divorce decree issued sor.ie months the authority for which it stands. Bui i 
„, 
^ 
Personals 
"of the late .1. Piurpont".Moi-iran was 
-- 
turned down by Judge E. i the war era has ended in the United ' ..j6.'5"- "-, NV- Morth, who has been at-i married here todn 
" ' 
' 
' 


but . the death 


new interpretations 
and braver 
new forms of 
°PENS NE)kT TUESDAY 


Will America Carry 


Her Burden? 


Great 
Britain 
and 
Europe, 


where productive industry have 
been paralyzed, have mouthi to 
feed, bodies to clothe, construc- 
tive operation* to carry through, 
and a thousand-and-one 
wantn 


and needs to be 
satisfied—and 


Great 'Britain and Europe . look 
to America In confidence 
for 


much of the needed supplies. 


It 
were 
folly 
for 
United 
States manufacturers and 
mer- 


chants to be. down-hearted dur- 
ing these terrible times in Eu- 
rope. A great burden—a great 
duty—a great responsibility— 
has been imposed on American 
manufacturers, me r e h a n t a , 
bankers 
and 
workers, 
shall 
we shirk this burden,- this duty, 
this responsibility—and fail to 
reap the opportunities? 


What's ?tlte Answer? 


man's elevation. He has become his I 6:30. 
own master, not that he may be brut-1 
— 
ish or brutal, but that he may be free' APPEAL nvn 
to develop the best that is in him and ' 
L C I V I L 


TO MUNICIPAL COURT 
to aspire to ayl -the heights that, the 
Hearenly Father has put. within his 
reach. 
And no matter how high he 


rises or upon 
hour:lofty, a plane he, 
.„ 
.... .,„ JV ,,„, 
plans his life; the flag will still wave I tegord, drew a twelve men iurv'in'ih'p 


™ 
"; 
court to try a case invdlv-j 


of twenty-five dollars 


league at: Tuesday. Pive days 'have'been"knotted" 


j for the hearing of urgxnneu's on ihc 
1 first thirty eases. 
It will "be three 


weeks later before the llrst decision 
win be filed. No memorial services 
•nill be held on the opening dnv 


3 matter how high h e j 
AUonisys in the appealed action- of! NEW CORPORATIONS 
J1?^»J;,,a,Pan« he! t»aJ™£™Xsi*A '«• Charles K. SynsJ 
U N D E R WISC 
WISCONSIN LAWS 


above him. 
| 
.Sees- Responsibility.. 
. 
. 


• 
"Let no one think tho texture of our 


I manhood will be of ,a lower quality 
when its strength is uo longer tested 
by the stress of war. We could not 
worship God as we do if we were con-j of 
vinced that each generation must be i 
exercised in blood-letting in order to 
prevent stagnation. There 
is mucii HPW nnttnn in ti.k"™,,,,,-"'t ---••"••-/ 


inspiration in a noble as in an heroic day to appeal from " 
P-B' c?urt 


death. With peaceful progress the i decision 'Both pa?Ues 
aveues.of usefulness are beirig,.multi- ?^ Spring; Va^fev 
The flr.T 
phed; instead of seeking to extend-<actlou was before Justice " 
out territory by the sword; we are j lor in. OrfonlviUe 
H ?' 


|sri:riAi. TII THE I:AZI:TTI:| ' 


_ 
- - - - 
..„,.„,«,. 
Madison, Wis., Sept. 12—Xew cor- 
|J 
n,,t<aD8s.iad for labor, this porations: The Theodore Landraaim 
ine action 
was appealed i company. Mihvnukeo. real estate and 
_. TJ 
-"TS116?1 r?1)(lered by Justice i loan; capital, 
$25,000; incorporalors 
?h 
f.PJKS5..£hfJ1»pfi«n««f'" »»vor of Thomas J^ndmann'..M^rth" La^dmam.' 
in default of appearance j and Eugene Knoblauch. Davis Bread 
' company, Oshkosh; 
capital, 
$20,000- 
representing the incorporators, George Scoular, B 
E 
•- 


/the Bentson and William Scheer, Jr 
The' 


Northern Agricultural and Livestock 
company, Milwaukee, filed a notice ot 
dissolution. 


1 enlarging it by intelligent cultivation! in the OrfS-dv. e 
! of the soil; instead of measuring our ine made that th. 
i merit by the numbers we can over- 
come, we estimate greatness by ;the 
servic 
' 
rendered., 
address 
then, 


It 'was not settled 
. - — -- — --...^ L.'ial allegations be- 
ing made that.the .Judgment rendered 
was not paid. The cost of the twelve 
men jury trial before the municipal 
,C°^LW Lfar. «x_ce?d the labor bill in- 


MORATORIUM ENDING 
/ 


ANNOUNCED IN PERU ' 


IRT ASSOCIATED i-nnss.] 


Lima. Peru, Sept. 12.—The govern- 


ment which proclaimed a moratorium 
for thirty days on August 7, has an- 
nxmnced that payment will now be ' 
resumed. 
i 
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Smart Fall Shoes 


There are a lot of new 


variations irom the stylish 
.Knpflish lasts especially in 
the stitched tip blind eyelet, 
tan and gim metal leathers, 
al. $4.50 and $5.00; but the 
most striking style develop- 
ment is the "fancy topper" 
.-hoo. black oalt' or patent 
leather vriih gray cloth top, 
tan leather •with tail cloth 
top, or even black with tan 
top; 
button or lace styles 


at 
S5.00 


MACHINES WEAR OUT 


EVEN IN POLITICS 


THE RECENT PRIMARY ELECTION 


PROVES TRUTH OF THIS 


STATEMENT.' 


WAR TEACHES LESSON 


WANT GOAL? 


We've got it to burn. Best kind 
too. Carefully selected, clean coal, 
that is all Coal and not slate or 
dust. 


LUMBER 


Nations. Like Individuals, Lose Nor- 


mal Sense Under Stimulus of Too 


Much Prosperity. 


By Ellis B. Usher. 


Milwaukee, Sept. 12.—At this Tvrit- 


•writings upon American history, com 
piled, as heretofore by Miss Griffin, 
This is a catalogue of much usefu 
ness to students of history but not 
promising undertaking for profit t 
the publishers, though it is to b 
hoped that it may not prove a losm; 
venture. The Yale Press is makini 
itself a place as one of the liberil pro 
moters of education by its willingnes 
to assist in such good works. 
Some Erie History. 
Advertisement. 
In the Panama bill congress pro 


vided that on and after July 1, 1914 
the common ownership of water anc 
rail lines should be prohibited. The 
Erie Railroad Lake Line, one of th 
oldest lines of this Joint character in 
the country, comes under this inhib! 
tion,. unless the interstate commerce 
commission determines that this join 
control does not restrict competition 
between rail and water routes. 
In 
making up his case for the road, no 


any analysis, and they will be chiefly 
interesting later, for reminiscent re 
mark. The larger facts are plain and 
imlisuptabie. Above everything, the 
results demonstrate the utter futility 
of carefully prepared machinery to 
protect political bosses, when the peo- 
ple are in earnest. I confess myself 


: dumt'ounded by the utter inability of 
the McGovern machine to do anything 
more than save its own master by the 
very "skin of its teeth," for it is the 
most far-reaching and comprehensive 
organization 
for 
the 
promotion of 


existed in Wisconsin. 


Even the Democrats felt, as they 
deserved, thu cuffs of an outraged and 
overtaxed public, and through the ef- 
ficient efforts of "Joe and I" to screen 
themselves behind President Wilson, 


, they succeeded in securing a very hu- 
Our :;tock is very complete and 
I miliating appearance of defeat for the 


priced very close, 
your orders:. 


Let us have 


P. H. Qitinn & Co. 
Prompt De 
Bell phone 138. 


administration which will get further 
emphasis when Mr. Husting goes into 
the discord in Xovember. If Kearney 
had been nominated he would be the 
next senator. 


One of the striking things in the 


, result is the apparent thoroughness 
. with which the voters, 
Republican, 


ivery. Office Wall Street. I Democratic, tnd mixed, sought out the 
I38. R. C. phone 965 Black. ' Progressive candidates for slaughter. 
The Progressives have learned some 
things and 
their 
opportunities for 


studying the primary and the second 
choice "principles" have been 
very 
It Is The 


Unexpected That 


Happens 


You need accident Insurance avery 


day in the year. 


Less than seven cents a day will ae- 
;ure an accident policy paying from 
35,000 to $15.000 for death and dismem- 
bsrment. and $25 to $50 weekly for 
total disability. 


TRAVELERS' accident policies are 


famous for their broad coverage, fair 
spirit of adjustment and prompt pay 
ments. 
The Traveler's Insurance 


Co. 


H. E. WEMPLE, District Agent. 


411 Jackman Block, 


phone, 877; New phone, 1067. 


FREDERICK WALTERS 


EXPIRED ON FRIDAY 


Son-in-Law of the Late 
Solomon Ju- 


neau, Succumbs at Son's Home 


Niar Beloit. 


Frederick Walters, aged 75 years, a 
rrskient of Rock county for forty-five 
years, passed away at the home of his 
>on. L. C. Walters, in the town of 
.Beio-t, at soven-thlrty o'clock Friday 
fvpnincr. 
Dei.t'i 
followed 
an illness 


oi rcvpral months with hardening of 
t.if arteries. 
He underwent an oper- 


i-.tlon for the am nutation of his right 
.••?£; hist .Tune ar.d had rallied from "its 
fna-'.f. hut his disease continued un- 
t:l it mused his death. 


Mr. Walters was a son-in-law of the 


iatp Solomon .limeau. Hie celebrated 
!-ioneer of Milwaukee county, his niar- 
riu.sre to Ella .luneau 
being 
solemn- 


much expanded by the results. Like 
the boy who the mule kicked, they 
don't look so pretty, but their field for 
increased 
knowledge 
has 
greatly 


broadened. It is one of the 
funny 


things, the 'humor of which they seem 
unconscious, that they whine because 
the victors are minority candidates 
That never occurred to them when 
.McGovern was successful, or 
even 


when Wilson carried Wisconsin. The 
opportunity to look in from the out- 
side will be of illuminating value to 
our little statesmen who have thought 
they were indispensable, and it will 
be great saving to the people. 


Sanity Epidemic General. 
It will soon dawn upon the larger 


minds in Wisconsin that the recent 
election Is not a state affair. 
This re- 


turning sense of sanity is quite ep- 
idemic. It is the reaction manifested 
in tho sobering influence of an awful 
war in Europe; through the demorali- 
zation of business and in the earlv 
protests against the wild administra- 
tive excesses in "Wisconsin. The -whole 
country ;s sobering. The great fuss 
about "universal peace" may yet end 
in universal war. 
The peop'le who 


have been drooling about brotherhood 
have been awakened by 
the 
nasty 


crackle of machine guns. The babes 
that have been rearing on turtle doves 
and milk and honey may soon have a 
diet of raw meat and the company of 
lions' whelps. The "sub-squad" will 
drop into quietude or it -will have its 


dates from the completion of the Brie 
railroid to Dunkirk in 1851, and it is 
published in the firie Railroad Em 
ployes' Magazine for August. Steam 
ers were chartered for a few years 
but in 1854 the road built its first pro- 
peller, the "Jersey City," Jn Cleveland 
The Union Steamboat company was 
orginized in 1869, and this organiza 
tion continued to represent the Erie's 
lake Interests until about three years 
ago, when the Erie. Eailroad 
Lake 
Line wa« organized. It now owns and 
operates eight vessels between Chi 
cago and Buffalo, its only regular port 
of call enroute being Milwaukee, with 
calls for certain vessels at Manitowoc 
and Fairport, Ohio. The Erie Lake 
Line is not only one of the oldest but 
it has the largest package freight fleet 
plying between Wisconsin ports and 
the east. 


Sportina Comments. 
Oshkosh, 
though 
headed 
several 
times, bus clinched the .third straight 
pennant in the W.-I. league. 
AB was 
predicted in this letter some time ago. 
the winning team had only to play 
steady ball to win from its more or 
less flashy .and erratic opponents. 
Milwaukee is battling 
desperately 
to regain her lead in the American as- 
sociation. So long as rain and defeat 
hold Louisville back, the Milwaukee 
club seems to* be marking time also. 
When the local club should be win- 
ning regularly, however, it is losing 
games off and on. Louisville is the 
pennant winner this year unless the 
home series with St. Paul, switched 
from that city here at the last minute, 
prove a. clean-up for the Brewers. 
The Boston National and Philadel 
phia American teams will play for the 
pennant in the -world's championship 
series this fall. 
The Athletics have 
already cinched 
their 
lead. 
The 
Braves have a rough road to travel, 
but they are rapidly getting over it. 
J. M. Keillor of Kenosha is not a 
golfer known to national fame. Yet 
in a match recently he defeated R. P. 
Cavanaugh of the same club, one up. 
The remarkable feature was Kehlor's 
score. It was 53. This is 20 strokes 
under par figures for the 
eighteen 
holes. It is remarkable. 
A few years 


ago the golfer who played near bogie 
was often a winner of championships. 
Today, in a local club championship, 
a player shoots 20 strokes under par 
in order to win his way to the semi- 
finals. A four was the largest score 
recorded from tee to cup during this 
stellar performance, Awhile no less 
than six 2's out down the score to 
It "was more than perfect 
was "super-perfect." 


nothing. 
;olf. 
It 


head cracked, and the 
have its 
incompetent 
and the idle will be run over by a gun 
carriage, if they do not stand aside. 
The whole world has been brought up 
standing and face to face with the por- 
*"*"""" *-~' "•-* nations, 
like 
in- 


_ 
, 
their moral sense 
under the stimulus of too much pros- 
perity, and ease, and idleness and 
Pleasure. My father used to tell me 
that universal bankruptcy was 
the 
greatest and most certain protector of 
morals. There is some danger that 
lie may be proved a prophet. 
The 
time is at hand when much of the 
maudlin talk about co-operation -will 
be ruthlessly pushed aside by 
the 


necessity Tor self-preservation. Stern 
necessity arouses all the instincts of,tracts 
self-protection, 
and 
instinct 
links' 


the animal kingdom. The 


BOND ORDINANCE IS 


PASSED BY COUNCIL 


/.nd Mrs. Hattip Lee .of Hanover- i 
N.-Uie Paso of the tow.-, of Avon; i 
Urmv Smith and Oeorge Walters 
r_-:l!t>r;on, ra'., and Frank Walters 
.- ootviilp. 
H,» js 
«ist> survived 


, 
fundamental basis of 


Mrs. | racy, and morals—individual 
respon- 


"•onty-nine grandchildren. 
Funeral services 
will be 


ded by 


held at 
o'c'.oi-k Sunday 
afternoon 
from 


::-.e .:ome of his 
son. L. c. Walters, 
j:ii! iiit.M-ti'.nit will be made in the 
rfeioit rity retnetery. The G. A R., of 
-;-.i!cn he was a member, will attend 
tue services. 


f b 
- 
will not U s e t o 
of babble this year. The babblers will 
"p go and they will not return. 
Real 


Americans with brains are already se- 
rious minded and they are not scarce 
as recent years might suggest. I am 
not an alarmist. The utmost confi 


Board of Education Presents Report 


For Douglas School Addition— 


Contracts Awarded. 


An ordinance for the issuing of ne- 


gotiable city bonds to the amount of 
nine thousand dollars to provide funds 
for the construction 
and completion 


for an addition to the Douglas school 
building -was passed by the council 
at their -weekly 
meeting yesterday 
afternoon. 


The report of the Board of Educa- 


tion on the plans, specifications and 
recommendations 
of 
awarding 
the 
contracts 
for the 
construction 
and 
equipment of the building was present- 
ed. The 
recommendations on con- 
were as follows. 
Steam and 
radiation, McVicar 
Bros.; 
plumbing 


and fixtures, H. E. Ha thorn; electrical 
wiring, M. A. Jorsch; painting, Hutch- 
inson 
and 
Sons; 
furnace. 
Frank 


Douglas; flooring, Madison 
Fleotile 
company; construction, J. P. Cullen. 


The council acted upon 'the commit- 
tee's report and awarded the contracts 
as recommended. Bonds will be pro- 
vided by the companies to meet the 
apprbval ot the commission. 
Follow- 
the giving of the contracts the council 
passed 
a resolution . acknowledging 
the receipt of the 
Board 
of Educa- 
tion's report, the same being adopted 
by the council, the announcement of 
the publishing of the bond ordinance 
completing all matter preliminary to 


CATARRH OF HEAD AND STOMACH 
Took. Peruna 
Five Bottles 


Cured Me 


Mr. Frank Blchter, No. SOS East 


Second St. Wlnona, Minn., -writes: 
"My catarrh w»» principally loc»t«d 
in my head and stomach. 
I tried 


many r»m»di» without «uoce»«. I 
tried aevcral doctor*, but they were 
unable to cure me. I read of Peruna 
in the pap«n, and five botttti «ur*d 
me."As a remedy for catarrh-1 take 
pleasure In recommending Pemna 
for catarrh of the ntomach. I know 
what it Is to be afflicted with this 
awful disease and consider It my 
duty to say a word in behalf of the 
remedy which «ave me such relief. 
Peruna cured me, and I know it will 
cure any one else who suffers irom 
this disease. 
It etves me great 


pleasure to testify to the curative 
effects of lhl» medicine. Peruna Is 
a well tested and frequently used 
remedy, and for catarrh of the *tom- 
»ch It Is unsurpassed." 


As a rule, people when tiling apply very properly to a doctor before re- 
sorting to a ready-to-take medicine. The great majority are cured by the 
doctor. But a per cent, of chronic cases fail to find a cure' and at 
last begin to use ready-to-take medicines. It is very noticeable indeed the 
number of people among our teatifiers who say that it was only after the 
doctor had failed to cure them that they were induced to take Peruna. 
Then they find to their relief, to their surprise, to their joy, that Peruna 
it the remedy they should have taken at first. 


Take Care Of Your Eyes 


. It you have bluring *,, 
zmesB, 
neuralgia, 
heaJ" 
ache, 
spots 
before th. 
eyes, burning, trembling 
spells, cataract, 
burn Jf 
and smarting of the ev« 
various nervous and bruin' 
affections, 
entailing 
nnt 


°.nl^p<??iyve injury to the 
sight, but untold miser* 
call Immediately on mi 
optometrist. 
ur 


Consultation and Exam. 
i nation Free. 
GEORGE C. OLIN 


• 
19 W. Milw. St. 


I 


Specialist in Examination of Eyes and Fitting of Glaite^ 
Crossed Ey»s Straightened by Prismatic and Musculjr 


Exercises. 


No case to difficult for me to refract. 


Bring your children to me. No druji, ' 


Drug Co. 
JOSEPH H. SCHOLLER 


Carol!! Methodist Church 
Cargill Methodist church.—Rev. T. 
D. Williams, minister. 


9:4o:—Class meeting. H. F. Noct, 
.eaaer. 


10:30:—Sermon by Dr. M. L. Spen- 
cer, Appleton, Wis. 
Music by choruy 
choir fn charge of Miss Sewell 


Sunday school:—11:45. T. E. Ben- 
nlson, superintendent. 
Junior League:—3:00 p. m. 
Epworth league:—6:30. 
Miss Em- 
a Whetmore, leader. Subject: "Paul 
—What Shall My Life Work Be?" 
7:30:—Sermon by Dr. M. L. Snen- 
cer, Appleton. 


Epworth League business meeting, 
Monday:—7:30 p. m. 


Official board meeting 
Tuesday:— 
:30 p. m. 
Prayer meeting Thursday: 7:30. 
All invited to all services. 


_, First Preabyterian Church. 
The First Presbyterian 
church is 
ocated at the corner of North Wall' 
and Jackson streets. The Rev. George 
Edwin Parisoe, pastor. 


Sabbath school at the hour of 9-45 
F. Wbrtendyke, superintendent. A 
, 3 8 for. everyone, interesting 
exer- 
ises. 
The teachers and the officers 


ivill gladly welcome and assign you to 
a class. 
An organized class for men 
s being formed to begin a series of 
tudieB of the Bible, from' a business 
man s view. Yon are cordially urged 
o get In on the start. 


The morning hour 
of -worship 
Ql 
0:4o, wltb tie sermon by the pastor, 
upon the theme: "The 
Effect of VI- 


at 


Ion.' 
The evening hour of praise and wor- 
hip is at 7:30. 
After 
a few min- 
utes' song service, the sermon by the 
lastor, upon the theme: "Why Chris- 
ians Should' Alwavs 
Best." 
Hope 
for the 


.,T'1_e.J?.id:?re(lk.15°ur of prayer 
and 


Evening service at 7:30. The sub- 
ject of Dr..KIdder's sermon is, "Fine 
Gold and Honey." 


Music for moth services will be in 
charge of Prof. Taylor, the newly or- 
ganzed choir making its first appear- 
ance. 
Mrs. F. F. Lewis will preside 
at the organ. 


United Brethren Church. 
Richard's Memorial United 
Breth- 
ren church.—Corner Milton and Pros- 
pect avenues. Rev. D. K, Freymeyer, 
supply pastor. 


Sunday school:—10:00 a. m 
Preaching:—11:00 a. m. 
Subject: 
"The Preciousness of God's Word." 
Christian Endeavor:—6:30 p. m. 
Preaching:—7:30 
p. m. 
Subject: 
Ready or Not Ready?" 
Prayer meeting Thursday, evening. 
Choir practice Friday evening. 
.The public is 
most 
cordially in- 
vited to the services of this church. 


Christian Science Church. 
First Church of Christ, 
Scientist 


Church edifice, corner Pleasant ami 
South High streets. 
Services: 


Sunday:—10:30 a. m. 
Sunday school:—12 m. 
Wednesday:—7:45 p. m. 
Subject of lesson sermon Sunday: 
Substance." 
Reading room, rear of 


church, open daily, 
except 
Sundays 
and holidays, from 2 to 4 p. m. 


Trinity Episcopal Church. 
Trinity 
Episcopal 
church.—Rev. 
Henry Willmann, rector 


Thirteenth, Sunday after Trinity. 
Holy communion:—7:30 a m 
Sunday school:—0:30 a m. 
Morning service 
and ' sermon' — 
10:30 
a. C1. 


Wednesday, Friday and 
Saturdav, 
Ember Bays. 


Thursday—Annual Harvest 
Home 
supper and parish meeting:—6:30 D 
m. 
All members of the parish are 
expected to be present. 


0^*4, Fet,el"8 English Lutheran. 
St. Peter s English Lutheran churcu! 


WATGH OUR WINDOW 


G. E. FATZINGER, 
The little store around thi 


corner, next to the P. O. 


,, 
iT1 
• •--"—-«. 
wi fjinjd 
<iuu 
kji~ j. aid & ji/ii^iiBdi jjutneran cnurcn 
ellowshiD is held on Thursday even- —Corner South Jackson 
and 
Center 
ngat i:SO. You are-welcome. 
streets. 
Rev. R n 
wnffmoi^ 
VV 
are welcome. 
To the stranger within our city and 
o you who have no church home, -we 
xtend an invitation to came 
nnd 
hare with us the privileges of our 
ouse of worship. "I was glad when 
ley said unto me, 'Let us go into 
he House of the Lord.'" 


The following 'dates have been as- 


igned to the different numbers of the 
ecture course, -which the 
Presbyter- 
an Brotherhood Is to present to us. 
from the Century Lyceum Bureau of 
Chicago: Oct. 12, Nov. 30. 1914; .Tail. 
22 Feb. 12, April, 1915. 
These date» 


fallupon a Monday or a Friday. The 


aence is to be placed in the ultimata cumpieims an mauer preliminary 
wisdom of the American people They th1 Pa?sa:fe °£ <*>* ordinance. It w 
ivofa nnim.. ,•„ K _ 4 i _ . _ c _ _ 
*\ 
.* 
* A "°J nrrlororl 
Hint 
tlio Mavnr 
and 
HI 
were never in better financial strength ^de? 
tor a strain, and the final and deter- Clerk 


, nnnating factor will be their common cu*,e ( 


; sense and their ability to rise equal 


dere 
that 
Mayor 
and City 


course the Brotherhood has 
kept in 
mind the securing of the best talent. 


Fir»t Baptist Church. 
I irst Baptist 
church.—Corner of 
Jackson and Pleasant 
streets 
Rev 
Joseph Chalmers Hazen, pastor 
Sunday 
morning worship:—10-30 
Sermon subject: 
^'Power 
in Weak- 
ness." 
"God 
Be Merciful" 
Kotzschmar 


orchestra. 
Young 


AWAITS TRIAL IN BELOIT, 
i to real emergency. 


ON GRAND LARCENY CHARGE: 
Electric Roads Booming. 


• 
The rapid increase of street 


Carl : electric 
railway 
facilities 
in 
T)^«l_ 
Mni + n/-] 
C1 i _ * 
_•_ 
... 
. 
k_ 
_ *" 
Charged with sr.ind 
larceny, r 
. ressa is ut-iiip 
lipUi at 
the 
H 


county jail herp. 
on the 
charge of 


r;'81"1 I'lrfP'iy. until bis examination 
...I'.-..-day beiorc Judtre John 
Clark in 


BP:o;t munic-iua! court 
The pri«- 


and 
the 
* 
T - . 
, 
.* .r **_. 
AtHjillHen 
til 
LllR 
j ! nW States is mustrated. by a rl 


'"I'nSS11!!}8 bulleti» which shows that 
A9?L here were M7_ companies in 


. 
. . 
- 
furnish 
th. 
ai-.iidrei: Hollar bail pet by the 
:*:):: ue v."a - 
" 
- 
' 


tlay aftem 


. 
. 
= 22,576.99 miles 


- - 
i 
K. tlie cost of the construction 


^g^oT'TTeSe facias ^ $2'16S" 


is allosed 
here. 5;ole 
-:-o rr.an held at the 
about 
one 
hundred 


^t personal effects nf i 


had 
almost 
,1^ i i s~ 
—- 
a 
doubled, reaching 41,064.82 miles 
eS> 
a 
~ w t, v». 
VT««»31 ,vi/i/,uuu( 
a 


9.546.000,000 fare paying 
Over two and a half billio 


and 
carrying 


or an increase of about 39 
C. J. HAYES IS GIVEN 


FIVE DOLLAR FINE FOR 


RIDING ON SIDEWALK 


T:i? maximum fine under the citv 


nrujnanc-e 
was 
impost-d 
upon C j 
Have-, contractor, for bis second 
laTion or riump a bicycle on a 
j'-a!?'^i:!-<:...,I'!n^ '""'.fOBts: amounted to 
inuniciDal court following his arrest 


ase 
100 per cent 
Thcapital of the 


i country has been shunning steam rail 
I ways and coing into electric raUwavs 


m C l a 
UUllt-ies' Because ?hl 
- . - . t e r o f r 
-es' 
ecause 
h 
vio-. Jattpr offered larger interest and have 
side- ' ?°™ £*?,' 're™. «•? legislative3 inter6 


ur.d Demp arraigned before Judge H. 


that has frightened man" in- 


nterest rates for loans. 


On September 1st Hayes wa= arrest-' • II is Probable that everv%Hvi 


nd,"" Wisconsin has read President 
- - I SOn S 
m*lc.2ifr*> 
rt*,*1t 
n 
-- T ?*^ *• 


e m e r s 
ayes was arrest- 


r-d and n;,e<i <.ne dollar and costs and 
^"l6".,?!5".^..'^"'^ nr>nse would 
mean the limit fine. 
This 
Patrolman Frei! AHirishi 
- - " 'line his wheel an'a 
in »>e the end of war taves 


f ipal rourt 


™eans 'an increase 


f« n i v 
Per cent !n this state. TRs 
S 
nl> one way to make sure of re 


your Stomach 
and Bowels of 
last- session's laws will offer 
to s a v o u r state ex 
our state expenses from 
Iarger ln 1915 than they are ttS 
' 


waste and fermenting body poisons. 
ThPy are a Tonic to your Stomach 
tL-.! Liver and tone The general svs- ! 
onp nf »>,» „. t , 
• 


tern. .First dose will cure you of that | SD& work recen h? nnfl3 ?' , Publlc 
tic-pressea 
dizzy, bilious and consti- : the Yale UunJverslfr Pres f is^h 1^ \J' 


pared condition. 
25c, all -Druggists. I "cation, for the Jkertc'S %!?&&& 


I society of the annual Wbltosraph" of 


n't 
D ,,— „ 
,.; 
- .... 
*.*.\j*.ti£3\ji*Lij.icu 
sun of My _Soul" 
Chandler 


A cordial invitation to everyone to 
•worship with us. 


Sunday school:—12 noon. Dr. Ship- 
man, superintendent; Mr. 
Hanchett 
and Mr. Krotz, associates. A class 
for^every age. Music by the 
school 


, 
, 
, 
- . 
- , 
«, 
People's 
Societv—6-30 
authorized to sign and exe-i Topic: "A Good Education"" Leader' 
.„„*«, ™ «,„ „„,., «f ,„„ „,.„ Mlss Mary Barker 
Musica! program' 


- All young people invited. 
covering the cost of the school im- 
Sunday 
evening 
service' 
7--',Q 
provement, 
nine thousand 
dollars. Subject: "Weariness in Well Doin"" 


A sermon to young neople. 
=' 


"A Hymn of Praise" .... 
Ajdatus 
"One Sweetly Solemn Thought" 


Service closes In one 'hour 
You 
are invited. 


The annual home coming banquet 
and business meeting 
will be held 
Thursday evening. Reception at 6-30 
Banquet at 7:00 o'clock. 


. Christ Episcopal Church. 
Christ Episcopal church.—The Rev 
John McKinney, A. M., rector 


The fourteenth Sunday after Trin- 
Holy communion:—8:00 a m 
Morning prayer and sermon:—10:30 
a. m. 


Sunday school:—12 m 
Evening prayer:—4:30 p. m. 
Wednesday, Friday and Saturday- 
Ember Days. 
Days of 
prayer 
"for 
hose .-who are to . be ordained at any 
holy function. 


First Christian Church. 


Corner West Milwaukee and Acad- 
ery streets. 


We extend a most cordial 
invita- 
tion to all to worship with us 
Bible school:—10:00 a m. 
Communion and preaching:—11:00 


Mayor Fathers and City Clerk J. P. 
Hammarlund were further authorized 
to pass upon the form and sufficiency 
of the bonds, securing the perform- 
ance of the contract. City Clerk Ham- 
marlund was directed to return certi- 
fied checks accompanying bids. 
The bond ordinance was given, its 


third and last reading and passed, all 
members of the council voting aye. 


City Clerk Hammarlund was direct- 
ed to draw an order on the city treas- 
urer, payable from the general fund, 
in favor of H. J. Cunningham agency, 
for rent of the Wright building for 
election purposes. The assessments, 
prepared 
by the 
Board 
of Public 
Works on assessment for street; oiling 
on Pleasant street and Center avenue; 
Mineral Point avenue. River and Ter- 
race street; North Bluff and North 
First street -were passed. 
The 
quarterly 
report 
of H. C. 


Klein, chief engineer of the fire de- 
partment -was accepted and placed on 
file. The contract for the purchase of I 
five hundred feet of fire hose, for use 
in the city fire department was award- 
ed to the Chicago Fire Hose company 
on the contract price oC eighty-one 
cents per foot. A five year guarantee 
is included in the the contract. 


The request 
of George 
Bogardus 
asking for the appointment ae con- 
stable of the Third ward was received. 
The letter was filed and the appoint 
ment laid over. 
The report of City 


Treasxvrer Qeorge Muenchow for the 
month of August was accepted and 
filed. 


Read Gazette "Warni Ads every day. 


Do not wait for somebody to te'll you 
that he saw 
an> ad in the Gazette 
which he thought might interest you. 


Dizzy Head, Fluttering Heart, Float- 


ing Speck*. 


These are signs ot kidney and blad- 
der trouble. 
You'll have headaches 
too, backaches and be tired all ovWr 
Don't wait longer, but be£m 
Foley Kidney Jills at onceT It 
f»JODB b,flre your miserable 
sick 
feeling will be gone. You will Bleep 
and *row strong anS 
' are a to°Ic tid 
a» well as kidneys 


eat 


use. Try. them. W, T. Shirer. 


a, m. 
Even in 
C. E. .g service:—7:30 p. m 
Restorer will speak 
both 
morning and evening. Come ,and hear 


Norwegian Lutheran Church. 
Norwegian Lutheran church— Cor- 
ner West Bluff and 
Madison s'treeU. 
fepeclal service morning and even- 


R ' N' C> A'" 


The 
opening night 
will be on 
October 12th, when 
the 
Chicago 


M«s>cal Club will present the pr*. 
gram 
Mary Lutz heads the company 


viM? .L 
f 
utz.llas 
i achieved 
fame as a 
J£!S SL £_ «» 
leading.- mualcal 
F 
r 
a 
- 
o 
p 
, Frank P. Sadler, C hicRBo Mun- 
;.9i?al J»dee, will give an address on 
The Criminal in Making." 
W^ln a 


magistrate, Mr. Sadler presided over 
a court that dealt with Chicago's molt 
vicious 
crimes 
and. his 
knowledge 
gained here enables him to 3ve I 


t0 the Pe°ple of "wlernV 


On January 
22nd the Lyric Glee 


Club, on 
organization 
known 
from 
coast to coast, will be the attract^? 
On February 12th Ralph ParletU ! thp 
humorist who helps humanity 
win 


Shipp Concert company, one of 


lvr,>,,m 
l08V I?opl!lar 
a«ractions 
In 
lyceum and chautauqua. 


THOMAS DAY SENTENCED 


TO THIRTY DAY TERM 


«S^co«^thh"SS8?. oS t^ 
±sr ^r^d-Ky^r0"1 


h < 
> 
ay 
pell 
*uuty a n d g o t 
hirtys days under the commitmint 


Service in Xoi-wegian:— 10:30 a in 
..Service in English:— 7:30 p. m 
a 
p. 
triends 


hp 
now on serv'ces will 
be conducted every 
Sunday 
at the 
Norwegian Lutheran church 
T C 
Thorson, pastor. 


Ponflreflftional Church. 
service at 10:30. 


to have 


War Atlas—Cut the coupon from to- 
day's paper and bring it into the Ga- 
i-,ette office with 17c, or by mail J90 


How's This ? 


We offer One Hundred Dollar* Re- 


ward for any case of Catarrh that 
cannot be cured by Hall'a Catarrh 
Cure; 
\ 


F. J. CHENET tc. CO.. Toledo, O 


"We, the undermiBned. have knnwn w T 
Cheney for the laS 15 y«££. anSTbeMV/i 
{".J" Perfectly honorable ta all b£fln«! 
SPIS.v^ShrtS? fln*U!cl.?»y »*!« to cVrrV 
ont ai>y obligation! "made by hla firm 


NATIONAL BANK. OF COMMERCE, 


\ 
Toledo, O. 


Curesls taken Internally 
j 
, 
directly 
, 


X 


tte blood and mu- 


HOTEL ARRIVALS. 


Myers Hotel—S. A. Meyer, 
A. N. 
Helget-t, J. Shapiro, R, G. Page, Geo. 
Jager, Milwaukee; 
E. A. Marshall, 
Beloit; Burr Sprague, Brodhead; B. 
Ray Stevens, Madison; L. H. Tonn 
Edgerton. 


Grand Hotel—Charles W. 
Wilson, 


¥'h?' _,Pa"°n. F. W. Ducat, Rub. 
Schlender, James Inda, C. J. Robb, J 
B. Bloese, Edgar 
Fuchs, J. Potter 


Milwaukee; Frank Howe, A. W. Blos- 
som, Madison; E. F. Sweeney, White- 


water; W. F. McCaughy, Racine; l) 
Schweiger, Jefferson; R. J. Coe Pori 
Atkinson; 
Charles 
Taylor, 
o'rforo 


REAL ESTATE TRANSFERS. 


William H. Grave et al to Pram 
B. Hager and wife, lot 4, bloci; 3 
Rockport addition, Janesville Sl'oc 


Wm. DOBS 
and 
wife 
to Samuel 
Evenson and wife, part lot 14 Wort 
3, Walker's.addition: Beloit, $100 


A SMOKER'S JOY IS COMPLETE WHEN HE USES ONE 


OF THESE 


PRIZE SEAL CIGARS 


> j.j.WATKINS '"""•*"'•• *'•• 


BRACELET WATCHES 


. . I B . . d a 
emboised desgns of ca.es; beautE-iil model.; »*2 50 to $19.50 
J 
.T SlVfTTH 
"ASTER WATCHMAKER 
j. u. oivii i n ^313 w§ M[lw,uk.e 8t 


streets. 
Rev. E. O. Hoffmeister \i 
O., pastor. 


Sunday school:—fl:4n a. m. 
Chief service:—11:00 a. m. 
All are cordially invited. 


St. Mary's- Church. 
lit. Mary's Roman Catholic church. 
t-irst mass, S:30 a. in.; second mass ! 
iO:30 a. m.; vespers, V:3u p m. 


Rev. 
Wm. Goeoel, pastor. 


St. Patrick's Churcn. 
at. 
Patrick's 
Roman 
Catholic 
church.—Corner Cherry 
and Holmes 
streets. 
Dean E. E. Reilly, pastor 
Rev. Wm. Mahouey. assistant pastor' 
Residence, 315 Cherry street. 


First mass. .7:30 
a. m.; 
second 
mass. 9:00 a. m.; last mass, 10:30 a 
m.; vespers, 7:30 p. m. 


BROTHERHOOD PLANS 


SIX ENTERTAINMENTS 


Society of First Presbyterian Church 


Arranfles For Series of Concerts 


This 
Winter. 


i,™*6 .Presbyterian church 
brother- 
hood has arranged for a series of 
six 
entertainments 
which will con- 


at S,f ;?>,,,Jtc-Ju2r. ?our?P to be given 


Razook's 
Candies for 
The Kiddies 


Even Little Brother 


Knows When it is 


From Razook's 


Razook's Candies are pure, healthful and wholesome and are 
always fresh. 


Don't entrust the health of your children to candies which you 
know nothing about. Be on the 
safe side. Get Razook's 


Candies for the Kiddies. 


TAKE YOUR 


SUNDAY' DINNER 


The Myers Hotel 


The food is appetizing and is 


served amid the most pleasant of sur- 
rpnndings. 


These dainty Sunday dinners more 


than satisfy the inner man. 


SUNDAY DINNERS 75^ A PLATE. 


THE JANESVILLE DAILY GAZETTE. SATUHPAY, SEPTEMBER 12, 1914. 
TPAOE THKEZ. 


[•— AV/,tM GETTIW6 SICK 
AND TIRED OF B 1=1 wo- 
ORDEflEJ) 


Ate THIS R6HTIWG 


AND 
-—— 
*'M OOlMOr 
HOME wwF=i2F= «T'J 


AMD 


GO 
BActO 
WOMAM 


—- HOW MAWN TIMES HAVE I 
TOC0 ^fOU "THAT, MUM ? 


GOT KJO SEWSE 
"me 
*vou 


PETEY ABROAD—IT'S EASY TO SEE THAT PETEY'S FORTE IS GIVING (OEDEES, NOT TAKING THEM. 


TY MUST "HITERUP" 


TO WSN BAT HONORS 


Cobb, While Four Points From Top, 


Has Three to Pass for Another 


Batting Championship. 


|BV ASSOCIATED t'UKSS.J 


cbicaRo, Sept. 12.—Ty Cobb is with- 


>»n tour points of a tie for the batting 
:eadors':iip o£ the American League, 
mil three hard hitters arc ahead oil 
nini, and it will take a brisk si>urt by 
:he Detroit star again to win for him 
the championship. 
A,verages pub- 


lished here today show the three hun- 
dred Miters of the league to be: Hob- 
litzel. Boston, 356; Collins, Phila- 
clclphia, 352; Jackson, Cleveland 352; 
Tobb. 351: 
Cree, New 
York," 332; 


Silt-alter. Boston, 332; Crawford, De- 
iro'.t. 329; Baker, Philadelphia. 323; 
Mitchell, Washington 319; Mclnnis, 
Philadelphia, 
809: 
C. Walker, 
St. 


u.otiis. 308; 
Fournier. Chicago, 303. 


J'liiladelphia with 269 and Detroit with 


"" lead in club batting. 
The best 


loine run hitter is Baker with nine, 
v.-liile MeiBel. New York, has 
most 


pio'.en bases, 56. 
1'ex Erwin, Brooklyn, leads in the 
National with 348. Dalt.on. Blyn, 333; 
Becker, Philadelphia, 324: 
Daubert, 


Brooklyn, 322: 
Magee, Philadelphia. 


",11: Grant, New York, 313; Connolly, 
Boston, 313; Wheat 
Brooklyn. 312; 


Miller, St. Louis. 308; Stengel. Brook- 
lyn, 30G; Phelan, Chicago, 304; Gon- 
zales, Cincinnati, 301; G. Burns, New 
Yirk, ?,00. In team hitting Brooklyn 
.vith 270 and Now York with 263 lead. 
t-iiier. with 17 sets the pace in home 
runs and G. Burns, with. 44. has most rangement 


in'icn bases. 
' 
lj"iiding pitchers ot tho American 
-i.ir.sna are Bender. Philadelphia, with 
";'". iiud 2: Leonard, Boston. 19 and •"; 
and I'lnnk, Philadelphia, 15 ind 6. In 
::!» National league, James, with 22 
w!i and 0 games lost, is the top- 
if.rher: and Rudolph Boston. 20 and 


• : iind Uoak. St. Louis, 15 and 6. 
-Manager Bill Hinchman of Columbus 


lean? the batters il the American As- 
sroiiition with 365. Then come Titus, 


GIANTS AND BRAVES 


WIN; CUBS ARE IDLE 


in 


HIGH SCHOOL SQUAD 


IN FIRST WORKOUT 


BIG AIR AND TRACK 


EVENTS ON SUNDAY 


Stallinq's Crew 
Topple Phillies 


Ninth, 6 tp 5, While Matty Shuts 


Out Robins, 3 to 0. 


The Boston Braves still 
hold first 
place in the National league race by 
two and one-half games, while tho 
Cubs drop back 
half a game, on ac- 
count 
of resting 
yesterday. 
TJie 
Braves 
spilled 
the 
beans in 
the 
ninth inning against the Phillies, and 
by netting two runs on bunched hits, 
took the game G to 5, and maintained 
her lead in the Dig America war. 
It 
took Cruteiier, Strand and Cocrehaiu 
to do. the trick, while 
Rixey 
was 
the loser in a hard luck battle. Eacu 
team secured eleven hits. 
The Giants, with Matty hurling, had 
little trouble in downing the Dodg- 
ers, 3 to 0. It is the first time in 
weeks, 
but 
the 
McGrawites 
have 
showed 
real 
championship 
form. 
Matty allowed 
seven 
hits, 
walked 
none, and struck out one Dodger. He 
was hit to all corners, classy fielding 
ipport saving him 
from a da- 
feat. 
On the 
other hand, 
Sehmutz 
gave the Giants eleven bingles, and i one 
was somewhat wild. 


Twenty-Five Candidates at 
Practice 


Yesterday — Two 
Hour 
Drill 


Was Held This Afternoon. 


The Janesville high school football 
season of 1914 has commenced. Coacn 
Curtis and a squad of twenty-five cau^ _____________ „, _______ , „„„ „„,,„,., 
aidtes, all promising material, report- Oldflelcl, demon of the track, In which 


of the sea- both men -race in -a feature event :of 


Exhibitions by Be'achey and Oldfield 


at Beloit Fair Grounds Tomorrow 


Wilt Be Features. 


The air and track : exhibitions by 
Lincoln Beachey, airman, and Barney 


Beachey climbing 5,000 feet, dropping 
2,000 feet with death motor. Plying 
up-side down. 


4:30 P. M.—The loop-the-loop. The 
most marvelous, daring and thrilling 
achievement ever presented. 
EXPECfSLAB DUEL 


IN SUNDAY'S GAME 


, 
ed tor the first workout 
son yesterday afternoon 
at the con- the afternoon's program tomorrow at 


elusion of school, at -which time mid- the Beloit Fair Grounds, promise ex- 
season tactics were i the program. Rac- ceptional 
thrills. 
Many Janeaville 
ing up and flown the field at the rear people are planning to attend the ex- 


ii 
preliminary 


_ ._ ----ball and pass- 
ins it. 
The fact that so many aspirants 
turned out yesterday, is encouraging 
to Curtis, who expected only a few, 
because of its being the en'd of the 
week. 
Determined to 
make 
a real' 
team this year out of what material 
he has which, by the way, he believes 
better than in 1913, a two hour drill 
was held this afternoon at the Grant 


5 program 


— follows: 
3:00 P. M.—One mile exhibition 
time for the track record by 
Oldfield, 
driving 300 horse 
(Christie front drive.) 
P. M.—Beachey in an exhibi- 
to 


3:15 


. 
school grou'nds, with a large delega- Wlth 
*-•-- -- '•-• 
• 


tion of fancy and- low flying close 
the ground. 


3:30 P. M.—Five 
mile champion- 
ship ' ' 
- - 


tion of linemen and 
resent in 
uniform. 


USJ\Ir^ ra<Je 


- 
, pldfleld using the 120 


backfield 
men »orse power Fiat Cyclone racing car 


Captain 
Leslie 
tins race Beachey frequently 


Berger and Johnson fielders- 


tewart is tackling the punting job, touches Oldfleld with, the weal of his 
and finds it rather 
difBcult at p'res-, landing gear so he flies. 


ent to send the oval 
anv great dis- 1 
3:45 P. M.— Beachey will blow up a 
' " ----- '- 
..... 


Janesville Cardinals Hope to 
Put 


Crimp Into Pitcher Tillie's Record 


,ln Albany Game. 


While Lincoln 
Beachey is flirting 


with suicide at Beloit, the Janesville 
Cardinals will attempt to do the loop- 
the-loop 
right-side-up 
act and ride 


over the Albany nine headed by Twirl- 
er Tillie 
at'the Association 
Park 
diamond Sunday afternoon. The local 
team also expects to set a pace that 
wonld dazzell Barney Oldfleld with 
his Elgin Winner, Stutz, for the Cards 
will have a speed demon of their own 
in Crandall. 
..Record.r.,b-"uaneethbm m m m m 
With Tillie on the mound for the 
visitors, the Cardinal team expect to 
meet the best pitching that they have 
opposed this year, for the Albany and 
Belvidere slah artist has been master- 
ing every 
team that the Belvidere 


Janesville fans 
outcome of the 
are 
fifth 
watching the 
and deciding 
game between the North 
Ends and 
Vans Colts of Beloit to decide the Be- 
loit 
championship. 
The 
Cardinals 
will play the winner a series of three 
games to settle the claims of cham- 
pionship of Southern. Wisconsin, 


When you lose anything leave it to 
Gazette Want Ads, the biggest little 
finders 
of 
lost articles 
in- Rock 
County. 


Po-dolax Banishes Pimple*. 


Bad 
Blood, Pimples, 
Headaches, 


Biliousness, Torpid Liver. Constipa- 
tion, etc., come 
from 
Indigestion. 


Take Po-Do-Lax, ths pleasant and ab- 
solutely sure Laxative, and you won't 
suffer from a, deranged Stomach or 
other troubles. 
It .\\ill tone up the 


Liver and purity the blood. 
Use it 


regularly and you will slay well, have 
clear complexion and steady nerves. 
Get a 50c bottle today. Money back 
if not satisfied. All Druggists. 


. 
- 
- tance. Philip Taylor is one member miniature 
battleship that has been nine has 
scheduled. 
The Cards are 
and biippoit saving him _ from,a da- of the outflt who can lift the pigskin erected 
in 
the 
oval 
at the 
Fair, confident that they will put a crimp 
""over what is called the fence. 
Any- Grounds. 
Mnto Tillie's record Sunday and will 
who 


_,, -~,-. — 
••„-•-.- 
., . , . ' :, 
regarded as being a logical candid! 
The Chicago Cubs, third 
m 
the fm- the kicking job, as the distance 
race, were idle yesterday, due to cold the fence is nearly fifty yards, 
weather 
at 
Pittsgrad, 
and 
conse- 
There is a great deal of aw 


quently fell back half a game. The'ness 
and 
inexperience 
noti^u.u.<= 
bJ1Iph?,(Iav"i,C,a-nsif?r a d°u,ble*e.adf among the present candidates. This 
at Philadelphia between the Giants mllst be eradicated in order to make 


a smooth running combination, one to 
be counted upon in a critical 


, 
. 
can accomplish this feat is 
4:00 P. 
M. — Fivemile 
exhibition 
..... 
~ 
ate against time by Barney Oldfield. driv- 
to ing the'120 horse power Cyclone Fiat, 


have their bats out of the bag for 
what the Albany marvel has to offer 
in the way of twisters. 
_ . 
_ 
. 
. — — — 
The Cardinal 
and in this event Oldfield will attempt line-np will be as follows: 
Hall, c.; 
- to break the Wisconsin state record. 
Crandall^p.; Porter, Ib.; Sullivan, 2b.; 


and Quakers, a double bill at Pitts- 
_jrad, between the Pirates aud Cubs, 
and one game 
at 
Boston 
between 
the Braves and 
Dodgers. This ar- 


of affairs looks encourag- 


ing, for the Phillies are the Giants' 
hoodoo, 
especially at 
the 
Quaker 
town, while Boston will have things 
comparatively 
easy 
at 
their own 
grounds 'with the Brooklyuites. There 
is no telling what the Cubs will 
do; 
they are so changeable. 


• 
Kansas City, with 354: Kirlce. Clevp-'Louisville . 
liiiid, 340: Kill Her, Minneapolis. 344; Milwaukee 
•Minneapolis, 343;_ Livingston. Indianapolis 


STANDING OF THE TEAMS. 


American Association. 
W. L. 
Pet. 
.84 
66 .560 
SI 
66 .551 
.82 
68 .547 


..77 
. 
. 
, 
. 


Indianapolis. 334; Lake, Minneapolis, Columbus 
:*3: Ea.Ui, Kansis City, 324; Griillth, Cleveland 
Indiana, - 326; 
Severeid, 
LouisyillP. 
American Lranue 
::"r.- Miller, Columbus, 325. 
Minne- 
American League. 


•inoiis with 280, and Kansas City, !„. . , , , , . 
w- 
v'?" 274 lead the clubs. Felch, tho Philadelphia 
86 
3 iTOukoe outfielder bought by the Boston, 
77 
Chicago Americans, leads in home Washington 
67 


runs with 14 and Cqmpton Kansas °«F°lt: 
68 
City, has most, stolen oases. 45. Best Uiwago 
.63 
pitching records are held by Laroy, §ew ^°rk 
50 


- 
»t. lf™s 
5b 
Cleveland 


National League 
W. 
73 
70 
..69 
.68 
.59 


Federal League. 
W. 


Indianapolis 
72 


held by 
Indianapolis, -with 12 won and 4 lost; 
Xorthrup. Louisville, 21 and 9, and, 
Gallia. Kansas City, 22 and 10. 
| 
Bennie 
Kauff. 
Indianapolis 
leads! 
the Federal in hatting with 373 and in Boston 
stolen bases 
with 57. 
Then come New 1.1 
Evans, Brooklyn, 3GS; Easterly, K..C., Chicago . 
341: 
Lennox, Pittsburgh, 340; Chase, bt. Louis 


Buffalo, 333: Sha\v, Brooklyn 
326; Pittsburgh 
(lakes, Pistsburgh. 317;' Crandall, St. Philadelphia 
58 
Louis, 317. In club batting, Indian- Brooklyn 
57 


apolis leads, with 2S5, and Baltimore Cincinnati 
56 


is next with. 269. Kenorthy has 
1C 
home runs. 
Leading pitchers 
are 


Ford 
Buffalo, 16 and 5; 
Hendrix, 
Chicago, 23 and 9; Seaton, Brooklyn, Chicago 
69 


"•> and II. 
|Brooklyn 
6K 
Pete Knisely's 352 is still the best Baltimore 
65 


done in the Southern League. After Buffalo 
...64 


"lim are 
Kirby, 
Mobile, 328; Me- Kansas City 
60 
Cormick. 
Chattanooga, 318; Daly, St. Louis 
5S 
.Montgomery. 316; Jacobson. 
Chat- Pittsburgh 
51 


tanooga, 316; Allison. Memphis. 311; 
Couliat, Memphis, 308; Wilchonce, 
•Ulanta, 30S: Adams. New Orleans. Oshkosh ........ 
75 


:-:or>; Lord. Mobile, 304. The 
Chat-'Green Bay 
70 


tnnooga with 264 and Mobile with 257 Appleton 
62 


Irad in team hitting. Daly, with 14 Racine 
63 
runs, leads in his sepcialty and Twin Cities 
^..60 


r-sllahan, Xashville. sets the pace for Madison 
57 


tin- base stealers .with 52. Best pitch- Rockford 
, 
48 


rur is credited to Brown, Birmingham Wausau 
,. .39 


21 and S; Johnson, Birmingham, IS 
and 7: Bagby, New Orleans, 17 and 8. 


l.srry Lejeune, Sioux City leads the 


western League with 371. Then come 
K<:no, Sioux 
City, 345; Butcher, 


I'p-.iver 
33S1; Koerner, Topeku. 336: 
Congalton. 
Ohaha, 
332;- Eddington, 


l.i«:iVt>r 330; Patterson, 'St. Joseph, 
r.P.iV Coffey, Denver,'. 32S; Baird.. Sioux 
r.ry 323: Williams,- St. Joseph. 323. 
In 'team hitting .'Denver with 295 and 


71 
72 


L. 
45 
52 
61 
63 
67 
73 
71 


L. 
64 
56 
61 
62 
6G 
69 
71 
71 


City with 293 lead. Nicholson, 


Vv'ii-Mta, with 53, has 
most' stolen 
and W. Jones, Des Moines, 


most home runs, 19. Leading pitchers 


v> Gasper, Sioux City, 21 and 
5; 


•iifkell, Denver 24 and 
S; Sterzer, 


:. Joseph, 25 and 10. 
In the International League, Krit- 
::el!. Torronto. leads with 343, Wil- 


liams. Roch. 338; Mclntyre, Provi- 
d"nce 333; Schultz. Roch, 324; Jamie- 
sn:i. Buffalo, 322; Platte, Providence, 
•"-_': Onslovv, Providence, 319; Walsh, 
OiM'li, 31S; Flynn, 
Montana. 311; 


v.'hitnman, Montana, 311. Gilhooly, 
T!'.-.rTiilo. leads base stealers with BO, 
rr.tl 
Pipp 
the 
sluggers, 
-with 
14 


:.oin'.'vs. Leading pitchers are Mays, 
Providence, 20 and 7; Hughes, Roch, 
-') and 7; and Buffalo, 13 aud 5. 


STAR CHICAGO ATHLETE 


WILL ENTER WISCONSIN 


I SPECIAL TO T»C GAZETTE.] 


Madison, Wis., 
Sept. 12.—William 


Carter, the star Chicago prep school 
athlete, has announced his intention of 
entering the University of Wisconsin 
in the fall. Carter, who was a mem- 
ber or the University high school team 
w!iir:i raptured the Michigan Inter- 
sc.iolastic meet aud later won Stagg's 
meet, is onu of the fastest sprinters in 
u-i country. He ran the hundred in 
;W -i-5 at Ann Arbor but the mark 
was not allowed on account of a light 
"'ir.cl whch was folowng down, the 


L. 
57 
58 
60 
60 
59 
67 
71 
73 


League. 
W, 
L. 
42 
51 
54 
58 
57 
61 
70 
79 


RESULTS YESTERDAY. 


.520 
,517 


Pet. 
.657 
.597 
.523 
.519 
.485 
.447 
.450 
.323 
Pet. 
.575 
.556 
.530 
.523 
.472 
.457 
.445 
.441 
Pet. 
.558 
.543 
.528 
.520 
.520 
.473 
.450 
.411 
Pet. 
.641 
.573 
.534 
.521 
.513 
.483 
.407 
.331 


American Association. 


Milwaukee 7-1, Minneapolis 5-5. 
St. Paul 1-6, Kansas City 0-5. 
Indianapolis 14, Louisville 10. 
No other games scheduled. 
: 
American League. 


Detroit 5, Chicago 3.. 
Boston 8, Philadelphia 8 (called in 


eighth; darkness). 
Washington 4, New York 2. 
No other games scheduled. 


National League. 
Boston 6, Philadelphia 5. 
New York 3, Brooklyn 0. 
No other games scheduled. 
No other games scheduled. 
Federal League. 
St. Louis 6, Brooklyn 5. 
Buffalo 12, Chicago 0.' 
All other games postponed, rain. 


Wisconsin-Illinois League. 


Green Bay 1, Wausau 0. 
'Madison 8, Rockford 7. 
Oshkosh S, Racine 5. 
Appleton-Twin Cities, no game, rain. 


upon in a critical game 
Disqualifications are holding a.few 
back at present, but not to any seri- 
ous extent. 
Dearborn, 1913 halfback, 
is counted upon this year as being a 
comer, and with his studies 
cleared 
up in a couple of weeks, he will oe 
free to cut up the gridiron in t'.ie 
games to come, without having to 
think of back work. 
Rau is up, and 


•will make a good 
backSeld 
man if 
Curtis does not use him in tho line, 
heavy line is 
an 
important 
as- 
set, and providing enough light and 
speedy youths can be used in the back- 
field, the heavier men formerly used 
in the rear wall, 
will be 
shifted to 
the frontier, as a stonewall defense 
for the attacking army. 


4:15 
P. 
M.—The 
death 
drop. Lee or i, P.; 
Hill, ss.; 
Ryan, 
3b.; Nehr, 


N O T I C E ! 


We Have Sold Four Carloads Of 


These Furnaces Since 


January 1st. 


WISCONSIN ATHLETE 


LANDS NEW POSITION 


[SPECIAL 'i'O THE GAZETTE.] 


Madison, Wis., Sept. 12.—Richard 
G. Souter, former captain of the Uni- 
versity of Wisconsin gymnastic team,, 
has received the appointment of direc- 
tor of athletics at the University of 
Oklahoma,-making the fourth member 
of Wisconsin's crop of 1914 graduates 
to land promising athletics positions. 
Soutar will have direct supervision of 
athletics at the southern institution 
and will also have charge of the coach- 
ing of the football team. Among the 
other recent graduates who will take 
up the coaching reins for the first 
time during the coming fall are Wal- 
ter D. Powell of Reedsburg, center on 
the varsity football team for the past 
two season; Gene Van Ghent, the star 
all-round athlete who has been a mem- 
ber of Wisconsin's famous basketball 
team for the last three years and who 
won letters in track and football also; 
and Robert P. Butler of Montclaire, N. 
J., who was 
picked 
for Camp's All 
American eleven in 1912. Powell will 
go to Western Reserve where he will 
have charge of athletics, in addition 
to coaching football and baseball, 
while Ohio Wesleyan university has 
secured the services of Butler. 
Van 
Ghent has been appointed head basket- 
ball coach at the University of Missou- 
ri and will assist Director of Athletics 
Brewer in his work there. Alvin Tand- 
oerg, captain of the 1913 eleven, has 
accepted a position at Wausau and 
yill have charge of athletics in the 
high school there. 


Holland Furnaces 
Make Warm Friends 


Burn Any Kind of Fuel—Reduces 
Coal Bills More Than Hall 


You can burn high priced anthracite if you wish to—l>ui any 


kindoffuel, eoft coal, Black, screenings, coke or wood—yields 
, 


an immense, even, clean heat and helps you *aoe fully one- 
half on your fuel bill* if you buy a Holland. 


The Holland Furnac* is unlike any other. Many special 


features make it the simplest and easiest to run and the 
Holland service, from factory to you, gives the utmost 
satisfaction to every Holland owner. 


With the Holland Air-AdmHtlne Flrepot, the ashen are always 
dropped ftway and the fire Is next to the castings. There It elves 
Intense heat—and heats the castings eciually 
around the entire circumference. This makes 
the Holland Furnacm, without exception, the 
moat eadurlne, as well as the most economic- 
al, furnace made. Write us or call oa our 
local Branch Manager for 


Holland Service 


"From Factory To You 


—includes complete free plans for heatinc 
your home and Installation of the Holland 
hy experts who thoroughly .understand 
the principle! of beating and know how 
I to correctly install furnaces. 


MR. F. F. VAN COEVERN 
471 Glen St. 
Janesville, Wi». 


Both Phone*, 


Warehouse Park S6 


W* IT jnufaettirm and initial!mor* Far- 


nacem f.tjhm^ Sfotfl* of Michigan, Indiana, 
r"-~ ••- -- 
•>.* 
;^ thnn any othtr eoneorn. 


SEE 


BEACHEY 
LOOP THE LOOP 


=AND= 


NMOQ -jaisdn A~IJ 


OLDFIELD 
THE SPEED KING 


BELOIT 
3 P. M. 


SUNDAY 


Plenty of Cars On the Interurban 


Sell your house or any other piece 
hJeal C3tate you may have througn 
n.e wane ad column—the cost is but » 


GAMES SCHEDULED FOR TODAY. 


American League. 


Boston at Washington. 
Philadelphia at New York. 
Cleveland at St. Louis. 
Detroit at Chicago. 


National League. 


Chicago at Pittsburgh. 


Brooklyn at Boston. 
New York at Philadelphia, 
St. Louis at Cincinnati. 


Federal League. 
Kansas City at Pittsburgh. 
Indianapolis at Baltimore. 
St Louis at Brooklyn. • 
Chicago at Buffalo. 
- American 
Association.. 
St. Paul at Milwaukee. 
Kansas City at Minneapolis 
Indianapolis at Columbus. 
Louisville at Cleveland. 
Wisconsin-Illinois League. 


Appleton at Twin Cities. 
Wausau at Green Bay; 
Rockford at Madison. 


OEhKosb. at Baciae, 


Get Your Outflt at 
Premo Bros. 


For years this store has been known and recognized as 


sportsmen's headquarters and a gun store. 


This year we're eqtiipped right up to the limit to take care 


of anything you may want in this line. Everything is best 
quality and the prices are moderate. 


Special attention is directed to the new Hammerless Win- 


chester Repeating Shotgun at $24.00. 


Agents for Remington U. M. C., Winchester Red W sheila 


and the Famous U. S. Black shells. 


PREMO BROS. 


HARDWARE AND SPORTING GOODS 


21 N. Main St. 


TAKE NOTICE! 


Look Out For the High Price 


On Gasoline 


We have a high test of gasoline. It costs but one cent mora 


than our Crown Gasoline and is the best ever put on the market. 


I have just received 
One car of 10,284 gals. High Test Gasoline; 
One car of 10,152 gals. Crown Gasoline; 
6,084 gallons of Perfection Oil—the world beater. 
During the month of August I sold 30,000 gallons of Red 


Crown Gasoline and 8,000 gallons of Perfection Oil. 


L. A. BABCOCK, Agent, 


Bell phone 1045. 
415 NortB Bluff St. 


Polarine for lubricating automobiles and all gas engines. 


GreaiM. Transmission Greasei. 


Standard 
Oil Co. 


R. C. PUone 197 Reft. 
A world beater. Cup 


. 
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SNTERED AT 7HS POSTOrnCn AT 
WIS., AS SECOND CLASS >IAIL MATTEL 


~ F ASSOC'IA'TE'D~PR'E'SB 


BUSINESS OFFICE OPEN SATUR- 


DAY EVENING. 


OUR SATURDAY NIGHT. 


"The first result of mobilization and 


war v.'as a rush to the churches. Mar- 


have gone abroad as raw material, be- 
cause wo could not compete with the 
pauper labor of tho old world. 


More hopeful than' anything else is 


the disposition of the people to cut 
loose from fsds and get together on a 
basis of sanity. -Tho war has caused 
us to atop and think, and'the longer 
we stop and the more we think the 
more do we realize that progress is 
retarded when the hand ot every .man 
Is against his brother, and that lias 
been our attitude. ' 


The war is teaching us many useful 


lessons and not tho least important is 
riage and death wore indissolubly com-; a sense of appreciation for a birth- 
bmed and every betrothed soldier set, right in this fair land so rich in bless- 
about to wed. A decree proclaimed 
that 
for 
Xottrauungen 
(immediate 


marriages of soldiers) banns and oth- 
er formalities were dispensed with. 
Between Saturday morning, August 1, 
and Tuesday at twelve, there were 
4,400 such weddings. 
Half were sol- 


emnized on Sunday. 1 saw some of 
this. 1 wa-« driving past the red brick 
church in Wilhelmsaue where my own 
child was christened. 
Outside were 


twenty-odd couples in a queue, as if 
waiting for a theatre, not for mar- 
riage and death. 
Some soldier bride- 


grooms v,-pro in uniform; reservists 
were in mufti. The reservists carried 
the inevitable cardboard box. 
I saw 


two girls in the queue keeping places 
for bridegrooms who had not yet come. 
and 
I saw 


their brides. 
classes — rich 


. 


men keeping places for 
The parties were of all 
girls in wedding dress 


who had come in motor cars, servant 
Kirls with .red arms straight from their 
work. 


ing and opportunity. 


The one thing for us to remember 


in discussing the war, is, that we a.re 
spectators, and that charity for all 
mankind should influence expressions 
of judgment. 


"We represent 
as a nation, every 


country involved, and are called upon 
to deal with the sympathies of many 
nationalities. It is not a time for idle 
talk nor criticism and the occasion is 
too serious for hasty judgment. 


All the forces are contending for a 


principle, and the fighting is in deadly 
earnes.'.. 
There must bo a right in- 


volved and this will eventually pre- 
vail. In the meantime, heartfelt sym- 
pathy should be extended to tho man 
who loft his dead bride at the altar, 
and to the great multitude of homes 
in every stricken land that will be 
homes of mourning, for many years to 
come. 


"With malice toward none and char- 


ity for all," should be our motto. 


had the desired effect the authorities 
state and will bo resorted to more in 
the future if violations continue. 
The fact that all the police court 
prisoners' are 
released 
soou 
after 
their commitment to the county Jali, 
makes the new law 
an honor 'act, 
placing the paroled man" on his own 
responsibility to work out his term. 


AUTOR/iOJBILE DRAGS 


MAN RIDING WHEEL 


Frank Albrecht Sustains Minor injur- 


ies In Auto Accident on South 


Main Last Evening. 


Frank A. Albrecbt, who resides, at 


•152 South Pearl street, was severely 
bruised whfcn dragged fifteen or twen- 
ty feet by an' automobile said to have 
been driven by William Kapke in an 
accident on South Main street a. few 
minutes before six o'clock last even- 


j LARGE FARM HOUSE 


i 
DESTROYED BY FIRE 


Thursday—Loss Estimated at 


$3,000. 


Main street and when Mr. Albrecht 
turned off the car track as the inter- 
urban was coming, the automobile fol- 
lowing close behind struck him. The 
wheel was caught in the "bumper" of 
the auto, dragging Albrecht some dis- 
tance over the pavement. 
The wheel 
was smashed but fortunately. Mr. Al- 
brecht escaped with minor bruises 
which will confine him to his home 
for several days.. 


"George Lepsius was obliged to re- 


port himself at barracks at 11:40 a. 
m. 
At 11:40 ilin regiment 
would 


march to the f'otstiamer railway de- 
pot, enroute to'Colmar. I-epsius was 
engaged to an attractive shop girl, 
Marie Schulze. At 11:15 the soldier 
decided for a war weddin;,. made for 
his sweetheart's -house at Teltow. and , 
carried her off to :hp Teltou' Trinity ; Seventeen Room Structure Burn* on j 
ohurch. 
She went in her 
working' 
~"' 


clothes. 


"On the way tho pair stopped, and,! 


failing to find orange blossoms, bought! 
a bouquet of lilies. By 11:30 the wed 


THE "TREY 0'HEARTS" 
AGAIN MEETS SUCCESS 


Third Installment of Famous Piature- 


Story Seen by Packed House 
Last Evening. 


Continued interest in "The Trey O' 
Hearts" was manifest by the large 


matic interest there is a touch of 
comedy which gives unusual scope for 
Miss Padden's gifts as a comedienne. 
"The Little -Shepherd 'Of 
Bargain 
Row" will be the offering; at the Mysrs 
theater next Wednesday, Sept. 16. 


. 
< 
AT THE APOLLO. 
, 


"Redemption of David Corson." 
"The Redemption of David Corson," 
the noted story of a man's desperate 
struggle with himself, 
provides Wil- 
liam Farnum with a 
role 
superbly 
suited to 
his 
Individuality. 'David 
Corson is a rugged man, 
with 
an 
abuandance oK magnetism and spirit- 
ual power. For a time he usee his 
psychic gifts .to rescue and 
redeem 
iiis stumbling fellowmen, until a wom- 
an comes into his life—and Satan 
comes also. From this time .Corson 
rtegradeD his great power by using it 
as a means to rescue the woman. • He 
descends into the 
dregs, 
loses his 
great faith, gambles and drinks, an*. 
narrowly escapes 
becoming a mur- 
derer. 
Then, after an agonizing per- 
iod 
of 
anguish 
and 
remorse, 
he 
emerges from the shadow of shame 
and-sin, and achieves his regenera- 
tion. This feature •will be presented 
Monday. 


"The Littlest Rebel." 
•"The Littlest 
Rebel'- -.was. a-lre- 
endous success 
as a stage produc- 
tion. As a 
photoplay production it 
stands second to none. It has been 
lauded to the skies by both press,and 
public and deserves 
every 
bit of 
praise that has been given it. "The 
Littlest Rebel" will be shown on Tues- 
day after being 
postponed through 
an error on the-part of the distribut- 
ing agency. A thousaid people expect- 
ed to witness it last week and were 
disappointed, because it did not.come..; 


i Now that the films are here 
and 
ready for the new. date, Tuesday, the. 
numbers have 
increased 
considera- 


bly. 
Little Virgie, the heroine of the 
play, is 
brought 
to life 
in 
Mimi 
Yvonne. She is without doubt the 
cleverest little actress 
today. 
The 
children have fallen in.love with her 
in. the larger 
cities 
and 
Manager 
Zanias proposes a Little Virgie mail- . 
nee for the children nt 4:15 Tuesday 
afternoon, during which $5 in 
gold' 


din~ was almost over. When the sol- 
dier bridegroom put the ring on -his 
beloved's finder, she dropped like a 
stone. Her forehead struck the altar 


[sI'f.L'IA!. TO T11K CJAZKTTi:. 1 


Whitewater, Sept. 12.—The 
large 


on the Enge- 
seventeen room house 


ton Engebretsen was about 
a 
mile! 
away cutting corn when 
lie saw tne 


.... . _ -~• — 
- installment en- 
titled "The Seaventure" and had to do 
with the escape of Alan Law and the, wljrbe"given" sway' 
girl he supposed to be Rose Trine, on I 
s 
a ay' 
board a boat ot that name. Tho burn- 
ing ot the -little vessel, "The jJeave.v 
ture," was extremely realistic siiow- 
ing as it did tin; destruction of sev- 
eral thousands 
of dollars worth of 
property. Them is stirring action in 


steps. 
Tho pastor undid her bodice,; house in flames. 
The housekeeper 


put his hand on her heart and ejacti- was in the garden and was not able 
lated: 
' 
to save any of her effects. 
When Mr. 
" 'Your tmhappv bride—' 
: pi.Ke.bretson 
reached 
the 
burning 
" 'Hire iiT*luekl'lr IIP Hnnt 
• 
building he determined to save his 
-'A^e'^d' \S for a mo-1 £<& £«„ ^eVeTa ^ - A f t e r 


raent seemed dazed. Then he looked lout the window, then jumped through 
u.t his watch, put a lily in the dead j a second story window to the ground 
giri s 'hand, and. making a military bruising himself badly about the face'1 
salute to the pastor and clerk, tramped When news was "phoned to Edward' 
out of the church." 
Engebretsen he and his sons Lee and ' 


* * * 
Willis started at ones by automobile,) 


This pathetic story of the fortunes reaching there within half an hour! 


of war is from the advance sheets of i !ro"? 'le u,me ulc fire was discovered,! 
Collier's for September 12th, written j}? iLln'1 
n,°?.1£,JLffv tlmbeis stan<»ng. | 
.«T,» ^aS,^ ! |£^=^art^y-vlrl^ [ 
girl who dropped dead at the altar, is i 
Miss Bess Lou Farley will be the 1 


only one of the many tragedies, which ' kindergarten teacher in the Oshkosh i 
history will record 
for the ranks of; Normal school this fall. 
She has been i 


the fortv-four hundred bridegrooms ' teacning during the summer at Arden 
will be sadly depleted, and the girl ™ore ,camp' Lake B1"£> 'I1-- and came 
ivivss. waiting for their return, will 
wait in vain. 


History is making 
so fast, these 


days, that it is impossible to keep 
pace with it, and the most vivid imagi- 
nation fails to comprehend the awful 
tracedies of daily occurrence. 


It is difficult to conceive of an army 


Thursday to visit Mrs. C. W. Steele 
for a few days. 


The Soldiers and Sailors" Associa- 
tion of Southern Wisconsin held ah 
an interesting- reunion in Palmyra on 
Thursday. The rain prevented 
the 
picnic lunch at the grove, so the meet 
ing place was changed to the old san 
Harium. now owned by tlie druggists 


thn rilm. 


"Tho Trey O' Hearts" appears .. 
serial form in the Gazette each gat 
urday evening anci one Installment cai 
be found on another page of this issue 
AMUSEMENTS 


AT MYERS THEATER. 


Conditions in the amusement field 
have vastly changed within the pas 
few seasons. 
Even the most caaua 
observer must have noticed it. 
Olc 
things indeed have passed away anc 
new plays and faces are in the public 
eye. It was just at the periO'I when 
the ' movies" were becoming a mighty 
«acto,r i11 , Vle. wor!<i o£ drama that 
barah Paddoit came forth as a dra- 
matic star. The late Henry B. Harris 
was responsible for 
her 
first 
im- 


ous three months ago, and gradually 
closing in on one of the great cities 
fit the/ old world. And when the fact 
is considered that every step of the 
way is contested by a great force 
equally determined, the loss of life 
and destruction of property can only 
be appalling. 


The aftermath of this most horrible 


of all wars, is yet to be written. 
It 


will be a history of nations in mourn- 
ing, for the brave men who went to 


nah and H. W. Rood of Madison, who" 
is patriotic instructor of the G. A; R. 
in Wisconsin. 
Reminiscences were 
given by AV. H. De Long of South Da- 
kota, a veteran of the Thirtyninth Illi- 
nois regiment, who is here visiting his 
snn. Frank Foote of Lake Mills, for- 


_ _ J y of Whitewater, was also urged 
speak. 


Tlie strength of the local G. A. R. 


may be shown by the fact that all the 
officers .elected for the ensuing year 
live in Whitewater and are as follows: 
President W. J. Holden; vice-presi- 
dent H. P. Goodman; scretary C N 
the front not only from the altar, but ?,enjL ^' p- Goodman; scretary, C. N. 
from ten's of thousands of peaceful 15," tli; tr,easurer. F. C. Kizer. In ad- 
and happy homes—a history of widow-1 ' £n l? 
m th-e f°n°win6 members 
>ir*^rT ^nj' ~—i 
....•*..'* 
_ 
. !°L Curtis post No. o4 were present: 
hood and orphanage without a parai-JA. S.^mlfrfoV W/H.^Cufton^C6 ^ 
Jel' 
!9iblis' L»ther Hadiey, Frank Millard, 
Whatever causes may be held re- 


sponsible for the war. they will con- 
tain but little comfort for the army 
of mourners, which will far outnumber i 
--. -- - 
=-•• 
c | some time in Augu 


uiwu*.!, j.jni.nt.-1 i i,iinnj •> , J. j ajiiv -vii 
A. R. Thatcher and Captain J. 
„, 
Weld. It was voted to hold the next 


the armies in the field. 


The sacrifice of life. ... 
._.„ „. 


country, or for a 
grej-.t principle, 


marks men as heroes, and monuments 
are dedicated to their memory,1 but 
the. homes invaded and desolated con- 


personal 


lor the armv """"^i jcnmiun 
UL raimyra, out tne 


far outnumber j^V?,^ ^a^e<u£°m September to 


for love of ^ »&& w^tef ^n^o^ 


new bank building a skull and sev- 


. . . 


I remembered as Miss Emily 
' 
' 


tinue to mourn, because 
loss. 


The girl who dropped dead at the 
altar, from -1-- - • - - - ' - 
was saved 
which thoi 
periecce, 
more real. 


War has always been the 


great civilize:-, and the one ray 
o f - 


wris^tT^n^r""'6'1!"1;', •LJUna'Q »«"™™"> returned Tuesday 
"?.• ' ' 
K. f 
tyV; tnrn alignment of j from St. Louis, where he represented 
nations—which will follow as the final I the 
Beloit college chapter of Beta 


outcome—that human rights will be """" "' ' " 
recognized as fundamental, and-that 
oppression will forever cease. 


The old world claims to be a civil- 


ized world and many of the nations 
now involved in war are called Chris- 
tian nations, but it half the reports of 
cruelty and barbarity are true, the his- 
tory yet to be written will be a sod 
comment 
on both 
civilization 
and 
<_nristianity. 


The world will never be civilized 


until human passions are controlled 
end when it is Christianized, a com' 


eral bones were unearthed. 


Mr. and Mrs. H. ,7. Wilkinson and I 


Mrs. 
Sheldon spent last week with Mr. 


and Mrs. Linn MoMillen at Racine. 


Mrs. 
Mary A. Pearson left Friday 


evening for Minneapolis to spend a I SARAH PADDEN IN "THE LITTL = 
couple of weeks with the S. S. Cook I SHEPHERD OF BARGAIN ROW' 


A man in Kentuccky just 
' that Foley 
~ " 
the most 


his 
system, 
without 
them. 


- - - . ~ —, - you had ever 
tried them for chronic 
constipation 
or for an occasional purge. ' 
Better 
for you than calomel. 'Keeps your 
liver active. 
Stout people can't "find 
anything to equal them for 
comfort. 
W. T. Sherer. 


LYRIC 


THEATER 


Under the same management as 
the Majestic. 
5C 


.. „ 
•-•"ii-'i.iti.LJiijcr^i, u com- 


mon brotherhood will be established 
on a basis which win be universally 
recognized. 
" • 


* * « 


America occupies an enviable posi- 


tion today among the world's great na- 
tions becau*" she is at peace with all 
rnanKind. and her people enjoy a sense 
D, 
security 
because 
they 
are 
so 


largely sovereigns of their own cles- 


f he nation i? not troubled with am- 


bition for territorial conquest and tho 
people are free from the spirit of re- 
venge. It will be found that conquest 


Donald Halyerson returned Tuesday 


Theta Pi at the annual convention. 
PAROLED "PRISONERS 


OBTAINING LIQUOR 


;--, Personally _„_ Jlii!10 ^ 
to follow her in the role of 
T 


Schultz in "Kindling." 
This ' 


the young star is said to have ulc 
best play of her career, "The Litt e 
Shepherd of .Bargain Row " It is the 
work of HowarAccent Barnes 
* 


the 


Fit your camera with an 
ANSCO 
FILM 


and you will get the best re- 
sults. 


Why we should do your 


DEVELOPING and PRINT- 
ING: 


1. Best work. 
3. Quickest service. 
3 . Reasonable prices. 
Leave your next films with 
us. 
RED CROSS 
PHARMACY 


The drug store that's differ- 


ent. 


Cameras. 
Photo Supplies. 


Investigation May Be Started.to Pun- 


ish Violators of Commit- 


ment Law. 


''Where 
do the 
commitment law 
prisoners obtain 
liquor?" The 
an- 
swer to this violation of the commit- 
ment law may be thoroughly invest)-, 
gated by the 
police if continued of- 
fenses come 
before 
the 
municipal i 


court and police department. 
In the i 
last two weeks no less than six cases 
have been brought to the attention of 
the department 
that 
paroled 
men 
were intoxicated while 
tinder 
sen- 
tence. 
, 


MTn,vo TP,en' John Stevens and Joseph 
McDonell are being given the "diet" 
'•'ire at the county jail for being In-• 


'-Mcated while serving time, ana a i 
""i case. 
Thomas 
Hefferan, 
who! 


- released on an order from Judge 


^atho^af^n^kle^f l^es|l 


Bnd>eWn?eharo-prime-faS;«'"«S7hBe SSKnV^r ^Thi" jSSaft-1 S' 
SmSsCh br°l:Sht °U Ule ™ ™ ^^^^iLl^on'e^-Ch^^ 


The reflex influence of the war is 


alraedy being felt for good, in this 
Dountry. 
The Mexican trouble is so 


largely overshadowed that it sinks in- 
to insignificance. 
Our labor troubles 


ind threatened strikes, yield to com- 
mon sense- and patriotic suggestions 
a-lnle political pro.eressivp reform has 
oeen halted, and the-political agitator 
issigned to a seat in the rear. 


That the nation is on the eve of re- 


newed prosperity is evidenced by the 
new industries which are to furnish 
many lines of goods heretofore im- 
parted. 


The American people aje resource- 


-ul and within a twelve-month there 
"ill be a home market for American 
can 
lottos^, and-many other, things which 


of Police Cham"pion>C'dCeclareS 


Parolement and 
ill opinion 
th<it 
-— -~..^« to have the desired 
when a prisoner 
ye-mien 


£m«>3£ H^rtiaS&f H? 


When You Think of Insur- 
ance Think of C. P. Beers 


"Slate "Worker* M e e t . ' " 


Bangor,. Pa., Sept. 
12.—Delegates 


from all parts of, the 
country .were 


present here today when the Ameri- 
can Brotherhood 
of Slate 
Workers 


met in "annual" convention.' Tie" ses- 
sions probably 
"will. Hast 
until the 
early part of next week. Elaborate 
plans have been made for the enter- 
tainment ,-o? tlie visitors by local bod 
ies. 
' 
' 


ApolIoTheatre 


Tonight and Sunday 


Jeanette Adler and Her Musical Girls 


2-OTHER BIG ACTS--2 
EXTRA FEATURE SUNDAY 


THE MASTER CRIMINAL 


A SENSATIONAL PHOTOPLAY IN 4 PARTS. 


MATINEE, lOc. 
, EVENING, lOc AND 20c. 


MONDAY MATINEE AND NIGHT 
^-T! DISTINGUISHED AMERICAN ACTOft 


WILLIAM FARNUM 


IN THE FAMOUS TALE OF A STRONG MAN'S TEMPTA- 


TION, TRANSGRESSION AND. REGENERATION 
"REDEMPTION OF DAVID CORSON" 


IN 5. PARTS 
ALL SEATS lOc. 


TUESDAY SPECIAL 


PHOTOPLAY MASTERPIECE OF THE CIVIL WAR 


Postponed from last Wednesday 


"TBE UTTIEST REBEL" 


THE PICTURE THAT TOOK CHICAGO BY STORM 


CHILDREN'S MATINEE, 4:15, lOc. MATINEE AND EVEN- 


ING, 20c. 


WEDNESDAY, SEPTEMBER 16 


A STRONG, FIVE-REEL DRAMA. 


FLAMES OF JUSTICE 


APOLLO THEATRE 


One Night Only 


Wednesday Evening, Sept 16 


The First Big Show 


of the Season 


The Plsttn&iished Artiste 


A New Novel and Strictly Up- 


to-the Times Comedy of De- 


partment Store Life 


The Show You Want To See 
Seats On Sale Thursday at 9 


A. M. Prices $1.50, $1.00, 
75c, 50c and 25c. 


Go Where All Janesville 


Goes-To the Myers 


Rehberg'i 


Most Extraordinj 


ary Showing of 


New Autumn 
Wear For Men 


Young Men and 


Boys. 


here everything 


is new in things to wear; andixf 
only that, but -the best of ev 
thing. You have this advan 
here, that you choose from n 
but good quality, with sate:" 
tion assured. 


Suits, Overcoats, Haberdaherjl 


Shoes; the qualities men of 
judgment seek. 


It's a great array of fine 


the finest we've ever displayed! 
We advise very early selectioi[ 
this year, 


Amos Rehberg CoJ 


JanesviUe's Greatest ClothiBj 


and Shoe Store. 


Corner Milwaukee and River it| 


PRINCESS THEATRE 


WANT ADS 


Special Tonight 


The Robbery at 


Pine River 


A two-part -western drama. 


TWO MORE GOOD PIC- 


V 
TUBES. 


Special Sunday 
. A,two-part feature, 


The Second 


Mrs. 
Roebuck 


A Majestic drama featuring 


Blanche Sweet. 


Matinee: 2:30 F. M. 
Evening: 7 I*. M. sharp. 


-ADMISSION, lOc. 


MYERS THEATRE! 


The Home of Exclusive Univera 


Photoplays. 


Special Tonight 


lOc 


"HONOE OF THE HUM- 


BUS," Florence Lawrence 
and Matt 'Moore in a 
strong picture supported 
by the Victor company. 


"THE 
BOGUS 
BARON," 


Ford Sterling in a Sterling- 


- Universal comedy picture. 


Ford Sterling is America's 
foremost 
motion (picture 


comedian. 


ANIMATED WEEKLY, The 


Universal Film Company's 
Animated Weekly shows 
all the latest current world 
events.. 
Go Where All Janesville 
Goes— To The MYERS. 


HELP 


WANTED 
If you want 
' 


your chanc® 


WHY DO YOU 
NEGLECT YOUR 
TEETH? 


DR. F. T. RICHARDS 


(Over Rc'hberg's.) 


Ymi know that decay will not only 


c;-is<- >"'» to lose your teeth—but it 


i <-au?<? you intense suffering. 
':;ij only v-'aj' to «ave thorn is 
to 


•c them put in order by a coiape- 
: rientist. 
Ill ('Nomine 
Your Tooth 
!i:!litii(les of 
FREE 


jiatients 
know 
my 


c.-in s:np that decay and Save Your 
,-,:,., h— urn i o UT PAIN. 


The First National 


Is Now i 


Sjj located in its handsome 
Lfi new building at River and 
^ Milwaukee 
Streets. An 


Vft informal reception will be 
jfj held on Saturday, Sept, 
i-fj 12th, from 9 A. M. to 9:30 
^ P, M. at which time the Jfi 
1C officers and employes will J j 
y: be pleased to exhibit their 1 j 


r.ew home to the people of f • 


™ 


. 
"ffi 
ffi 
ffi 


Janesville and Eock Coun- 
tj. 


The First 


National Bank 


Established 1855. 


NEW BANK IS OPENED 


TO VISITORS TODAY 


DIRECTORS OF FIRST NATIONAL 


HOLD INFORMAL 
RECEPTION 


. 
FOR CUSTOMERS 
AND 


FRIENDS. 


A MODERN STRUCTURE 


Fire and Burglar-proof Construction _ 


Mahogany, Marble and Bronze 


Furnishings— Bank Was 


Founded in 1855. 


o£ visitors this morning 
inspected the new 


Today 
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o 
.; 
-'"•' "w " «-<**n«iii^ 
I 
for the exclusive banking use is a 
credit to Janeaville and the state ot 
Wisconsin. 
The most modern com- 
rorts and conveniences for customers 
and employes are provided 


» i •t,,Th 
1 
e 1exlerior of the structure is ot 
- 
Blackstone reel brick and Bedford cut 
"i stone with base of course pink gran- 
ite 
The architecture is of the modi- 


fied Cclonial type. The building is 
the latest type of fireproof construe- 


PERSONAL MENTION. 


- Ge°. L. Hatch dancing classe 


Mr. and Mrs. Hatch 


- 


th 


Milwaukee this morning 


for 


r- 
WavwaVrt" n¥rf' n?dwin Mizo and Mr 
wayward of Indiana are visitine a 
the home of Charles Davis 
B 


,™*SV,^°rt,?.n J^FP1^ "as returned 


22B 


Elmer Haylock of Edgerton is- at 
r 
Mercy 
hospital 
sufferin 
from 
is doin/nicely 


iThlt c^yr 
was 
ago. 
Miss Josephine Peterson bas gone 
to Ley den where she 
has 
taken a 
school for the winter. 


J. W Calkins of Evansville was a 


. 


H. H. Whipple of Waterloo, Iowa, 


!r!| 


•K 


Practice limited to Diseases o? the 


Eye, Ear, Nose and Throat. 


Suit 322 and 323 Hayes Block. 


Both Phones. 


WALL PAPER 


SALE 


We are now offering some 


very attractive prices 
on 


wall papers for the fall sea- 
son. You'll be able to make 


a considerable saving here 


' aow. 


CARL W. DIEHLS 


THE ART STORE 


26 W. Milw. St. 


12, 1914. 


REAFFIRM OLD ORDER 


IN WATER RATE CASE 


COMMI3- 
COPIES 
OF 
RAILROAD 


SIGN'S DECISION RECEIVED 


IN THIS CITY TODAY. 


REVIEWS WHOLE CASE 


Municipal Ownership Tangle As Welt 


Ai Rate Rudrtg Considered In Doc- 


ument Completed on Friday. 


«n0pl!$s of th-e decisi°n °f the state 
railroad commission announced at the 
hearing held at Madison, September 
8th, were received by city officials to- 
day 
The order reaffirms the ruling 
m»de. >" August. 1911, by the commis- 
sion, but 
litigation 
has 
prevented 


them from being effective, the Water 
company failing to heed the order 
The history of the water works con- 
troversy, involving city and company, 
covering both the rate question and 
municipal • ownership is given in the 
report. At the Madison hearing Sent 
8th the commission rendered their de- 
cision for the enforcement of the re- 
duced rates while the Water company 
announced its intention of taking the 
matter to the circuit court to prevent 
the rates becoming effective until the 
outcome of the valuation proceedings 
now before the commission was de- 
termined 
A restraining order will be 
petitioned for by the Water company's 
attorney and the city officials arc of 
the opinion that the rate enforcement 
case 
will be involved in prolonged 
court action preventing a speedy set- 
tlement of the valuation and owner- 
ship controversy. 


The decision of the railroad com- 
mission will make the reduced con- 
sumers' rate effective to either party, 
the private corporation or the city in 
case the plant is taken over by the 
city. 


Text of Decision. 
.The text of the commission's, deci- 
lon follows in full: 
"An order was made on the 17th 
ay u°r A"£ust. 1911,, determining and 
stablishing a schedule of rates, rules 
nd regulations to be observed and fol- 
owed by the Janesville Water com- 
any, which order was to become el- 
ective ^pn ^tlie ^Ist 
_ day 
of October, 


911,' 


might influence the voters adversely 
Bhtn 
P™posl,ti0?, of municipal owner- 
™ p >' ,,^he, el«ctlon resulted in an 
mTfJm uelmiDK vote in favor of the ac- 
2? S"I?n »f the plant- 
uP°n receipt 
of notice from the city of the result 
ele=tlon. the commission im- 
y nxed a time for a public 
™™ 
°,? tlle question of the Just 
compensation to be paid to the com- 


the inves, 
4 
J 
aif?w ft itr,was deemed advisable to 
=;/? 
t 
ih.f. o!d rate to remain in effect 
SRS. tl 
e suggestion of the commis- 
sion the parties stipulated on the first 
fay of July, 1914, that the rates fixed 
'n .the order of August 17, 1911 should 
not before eftective until the further 
order of the commission. At the time 
it was deemed possible for the ques- 
tion of such compensation to be de- 
termined, and the possession of the 
plant transferred to the city prior to 
the quarter beginning. October 1, 1914 
However upon the hearing it became 
evident that the question of Just 
com- 
pensation could- not be determined 
P0rto*i°ctober 
t]'-e 
1914- 
of the 


PAGE FIVE. 


LIVESTOCK MARKET 


HAS A LIGHT TRADE 


,,_chJOBf°' ^Pt. 12.— Trade on the 
livestock market was blow and steady 
this morning with light runs for afl 
grades of stock with the exception of 
° ' W 
a a t a l r l heav 
w h 
wun 
nm 
In the »en& 
PriopR \vAm 


cents th'roughout'^the "f£ 
in good demand at the' 
of the week- « 
u°- 


conse- 9.10 


Catth 
steady; 
«™%84nn5A9-35; 
st°ckers- 'and Te"ed° 
ers 0,40(3)8.^5; cows and heifers 3 7n 
@9.35; calves 7.50@1150 neners d'7° 


,1° ?.*^r?l_c_ejl?ts , 9-00,0; 
market 
terday s average: 


_ 
, 
mixed 
S.45(5)9 50- 


nf£V5 78^l£2^ n™11811 
S-25M40';. 
Pigs 4.75@S.2o; bulk of sales 
8.50® 


iight 


insisted 
+. 
4. .£ ---- — «.., **. v,A ..ijc liitj jiiaiDutju 
that the order of August 17, 1911 be- 
come effective, on such date regardless 
SiaiV 
* *?,ulc J?e ln Possession of the 
?1™ ? that time. Pursuant to the 
request of the city the commission 


th f e 
tb 


the 20th day of 
, 
application for rehear- 


Mtke No Modification. 


E , t , e has been no change In the 
situation justifying any 
modification 


of the order challenged and therefore 
to terminate 
the controversy it Is 


deemed advisable by the commission 
that the order of August 17, 


Sheep — Receipts 
7,000; 
market 
steady; native 
5.1o@6.00; 
vearlln°s 
5.90® 6.65; lambs, native 6.50@820 
Butter— Unchanged; 11,282 tub's. 


^«ffa*THlgl\er; rece!Pts 8,912 cases: 
cases at mark, cases included 20® 


WEATHER FORECAST. 


CLOUDING 


Unsettled tonight 
and Sunday. 


Probably show- 
ers. 
Warmer on 
Sunday and ex- 
cept in extreme 
south and 
east 


portions tonight. 


GIVEN PLEASANT SURPRISE 


IN HONOR OF BIRTHDAY 


, 


°r 
nar>' firsts 
Prime flrsfe 


Potatoes—Unsettled: 
receipts 
Do 
-K^i- Minn.-Ohios 75@78; Mich.-Wis. 
7U(n)7o; Jerseys 82@90. 


"~ ' 
Alive: higher; 


Dec: O. . 
low 
1.12 
! * . 
, •-•• 
-.>• 
1911 fixing and establishing a schedule Opening 
of rates, rules and regulations to be i 


' 
f and fo»owe<J by the Janes- 


h 
S 
» company, become effective 
*,tne first dav ot October, 1914 
Now, 
therefore, it is ordered that 
the order made herein on the 17th day 


* » * • 911' 
* 
and establish 


NEW FIRST NATIONAL 
BANK BUILDING. 


tiou, steel .cement, tile, brick and 
stone only, being used. 
| 
Entering the lobby one is amazed 
at the spaciousness of . the interior. 


! High above is the snowy white ceil- 
! ing. fitted with 
skylights, 
through 


I winch, at night, an ingenious lighting 
system furnishes adequate brightness 
tor weary clerks held there by sorno 
insignificant mistake which permits 
not of a balance. 


The walls and ceiling are of white 
ornamental plaster, -the Colonial ef- 
fect standing out quite prominently 
Doors, waiuscoating and all furnitui-o 
throughout the 
building is of dark 


mahogany. 
All -hardware trimmings 
are ot bronze statuary finish. 


..The lobby entrance, the vault fronts 
! and tlie dies o£ counters are of mar- 
ble, 
rich 
Tavernelle 
Fleuri. 
Two 


massive pilasters at iiie entrance and 
tlie counter rails are of Taveruelle 
Claire marble. Pink Tennessee mar- 
ble is used on the lobby floor and on 
the stair treads. 


Along the interior sides and north 
end of the building are the trim ma- 
hogany 
cages, 
topped 
with 
their 
bronze gills. Over each is the name 
cast in bronze, of its respective de- 
partment. 
Behind 
posite the 
vaults and 
.. 
„..„„„ 


The cash vault and deposir'vaul't'a're 
constructed of massive steel rails em- 
bedded in thick concrete walls 
Drill 
proof steel lines the interior of 


JANESVILLE 
PURE MILK 
COMPANY 


TOOlATE"tO CLASSIFY 


the 
cages 
directly op- 


entrance are 
the 
great 


safetly 
box departments 


friend caller in this city on Friday on 


*rr' ,an<J ^r?; w- p- Bragg of Mon- 


Mrs. John Rexford of Sinclair street 
entertained an auction bridge club on 
Friday afternoon. There were sixteen 
ladies present. 


Dr. M. L. Spencer of Lawrence col- 
lege Appleton will occupy the pulpit 
of the Cargill Methodist church on 
Su"!jay morning and evening, Sept. 13. 


\VIlham Conley of Center street 
has returned from a.business visit in 
Green Bay. 


John Holt of Fox Lake, 111.., is in 
Janesville today 


Harry Hieder of Rockford, left this 
morning for his home after spending 
the week, end with Janesville 
rela- 
tives. 


Airs. James Bennet of Beloit 
is 
spending the day in this city. 


Miss Alvada Dobson has returned 
home after spending- a week with her 
cousin, 
Miss 
Elmyra 
Elmer 
of 
Monroe. 


H. J. Tomlin and3 wife of Delavan, 
spent the day Friday in this city. 


Luther Underwood of Chicago, is a 
business visitor in Janesvile today. 
Frank 
Underwood 
and 
wife 


Lima, are in Janesville today. 


Mrs. 
F. W. Zimmerman, who spent 


.ho past week with her brothers in 
Monroe, has returned to her 'home In 


On the 26th day of September, 
this application for rehearing 
made. 
Upon the receipt of the 
pphcation ana at the direction of a 


member of the Commission, a notice 
was .given to the parties that the re- 
hearing would be held at the office of 
the Commission in the capitol, in the 
city of Madison, on the 3rd day of 
October, 1911, at 10 o'clock in the fore- 
noon of that day, and .such notice con- 
tained a provision that the effective- 
JIS5?i ?f ie 9r!ier would be suspended 
until the decision upon such rehearing 


_ - --- 
D _ _ _ , 
^^^.^.j ^j.-i.jji6 tiiiu tJotilUilBU- 


ng a schedule of rates, rules and reg- 
ulations to be observed and followed 
by the Janesville Water company be 
Snti, e«s¥"? s'ba" become effective 
on the first day of October, 1914 
v,£atfd at. Madison, Wisconsin, this 
llth day of September, 1914. 
Railroad Commission of Wisconsin 
By JOHN H. ROEMER. 
' 


HALFORD ERICKSON 
DAVID HARLOWE 


_ _ 
Commissioners. 


PERSONAL MENTION. 


Mr. and Mrs. George King ot St 
Lawrence 
avenue 
attended 
the 
Monroe Fair today. 
™¥,r arid a.IrB- E- A- Hal1 and Mrs. 
William Hall motored to Monroe and 


CountyP Fair. 
Green 


* t ' 
street 
iJ' A' 
Dennison 


has returned 
home from 
a 
Madison 


m a 
three months visit with relatives in 
Miifnea0?' 
uluth> and MinneapoHs, 


W. D. Burdick of Sarnia. 111., who 
has been a guest of Dr. and Mrs. A. 


.. S°ne to Milton where 


was no appearance on the part of eith- 
er party and the matter remained In 


"On the 2nd day of November, 1911, 
the Janesville Water company brought 
acf'°a against the Commission to set 
aside the order made on August 17 
Irll. On the 1st day of July ]914 by 
consent of the parties ,an order Was 
entered extending the' time withta 


17. 1911 
.bec°me effective until the fur- 
order of the 
Commission. The 
matter of rehearing came on pursuant 
thV^fUh'S1 the,c?mml.ssion issued on 
the 28th day of August 1914 at the 


fity °* Madison,' on the 
s l 
ri 
f 
y ° 
a s o n , on the 
8th day of September, 1914. The peti- 
tioner was reres 
, 
er was 
represented 
Dougherty, city attorne 
& 


by W 
H 
and the rp' 


Oestreich 


"The situation in this case has been 
somewhat complicated by numerous 
»* "JLS*?-..1" JusticeTor0an 
explanation la 


at Milton College. 


Doctor and Mrs. Dwight and little 
daughter of Rockton, 111., motored to 


e y ° 
day and sPent the dav 


. closing 1.20. 
Corn—Deo: 


1.141/4; 
high _„, 
closing 
1.12%; 
May: 
high 1.22%; low 1.18 


Corn—Deo: Opening 72%; high 73 
; 
low 72%; 
closing 72%; May 
5PJ5* ™%; high 
76%; & 75% 
Opening . _ , 
closing 75%. 


Ort«—Dec: 
high 51 
K/-V- r n-«/", 
%; low 50%; closing 51; May: Open- 
ing 54; high 54.%; low 53%; closing 


Rye— 92@fl3 
Barley— 65@7S. 


CLINTON 


Clinton, Sept. 
George Beimer 
12.—Mr. and Mrs. 
of Darlen motored 
over to Clinton on business yesterday 
afternoon. 


Mrs. 
H. A. Rowe visited friends in 
^e Geneva Thursday. 
Mrs. 
O. F. Winn entertainel her 


mother, Mrs. A. M. Quackenbush and 
her aunt, Mrs. Nelson Sweely of Be- 
loit Thursday. 


•Mrs. A. I. Schmidt of Beloit visited 


her parents, Mr. and Mrs. D. D. Wink- 
ley west of town yesterday. 


Robert H- Johnson of Chicago spent 
—' 
-* " 


Kilmer was pleaeantly 
Bt evening by a number of 
and neiS!)'x>r6 in honor of 
birthday. 
Those 
present 
were 
Alma and 
Clara. Gotland; Mr. and 
Mrs. Douglas, Mr. and Mrs. Barker 
Mr. and Mrs. Celvert, Florence Doug: 
las, Mr. and Mrs. Kellogg and daugh- 
. 


Donad 
Elmer 
r c n 
\. 
s, 
mer 
Gestland, Mr. and Mrs. W. Acheson 
and daughters, Bernice Billings Ma?y 
FAIR STORE 


i 


Dry Goods Dept. 


Children's Velvet Hats 59c. 


54-Inch broadcloth, 50c yard. 
Serges and Panamas, sbe. 
Fancy Suiting, Poplins, Ratine at 
24c yard. 


Mixed and Cotton Plaids, 27 inches 
wide, 12c yard. 


Fancy Ginghams, plain or plaid, 10c 
yard. 


Yard wide Percales, 10c, 
Table Linens, 72 inches wide, fo- 
75c and 98c per yard. 


Unbleached Linen, 25c and 50c. 
Bath Towels, 10c, 15c and 25c. 
Comforters, silkoline covered, filled 


with white cotton, $1.35 and $1.50. 


Blankets, tan, grey and white, 85c, 


$1.00 
and $1.50 up. 


first 
of the 
week 
with" home j 
Children's wool sweaters, all sizes. 


w i t h r 
d 


concerned, 
necessary. 


Bothi Parti" Dissatisfied. 


nf the coi 
order. 


~* 
' 'i .o i 
A Ptr sack, 


'•'<:!>•. Sifl,-> 
T-: 


'"-''-ST Minnesota Flour at $1.60 


both phones, 
. 
, delivered; 
•'*'. Side Hitch Barn. 
13-9-12-St. 


EA SPREADER, new and sec- 


„ 
Cl"-ii :.:md wagon 
side Hiu-ii Barn. 
bug-gles, at West 


20-9-12-3t. 


KLL OATS,"feed, hay, straw and 
fc-eds at West Side Hitch Barn. 


section. 
Two vault doors, ten inches 


in 
thickness each, and 
containing 


within two inches of "lion-burnable 
steel," are proof against all 
known 
methods of forcible entry. ' 


The vault doors are controlled by au 
tomatic loclts and 
"triple 
timers." 


There are also fireproof book vaults 


I and a large storage vault in the base- 


ment. The safety deposit vault con- 
tains approximately 500 boxes. An 
attendant will be in charge. 


The bank directors, with the view 


of giving extreme privacy to -their 
customers, built in the safe deposit 
department, five private rooms for 
use of renters of the boxes. 
Just to the left of the entrance on 


entering is a small hallway which 
gives access to a ladies' rest room on 
the lobby floor and leads to the stair- 
way to the men's writing room, ou the 
second floor overlooking Milwaukee 
stret. The board' of directors' room 
Is also on the second floor. Lavator- 
ies and toilets are provided in each 
room. South of the -hallway on the 
left at the entrance is 
the 
ladies' 


writing room. The president's room 
is to the right upon entering. 


The building is heated in the winter 


with steam 
by direct and indirec 
circulation. In winter tlie heated air 
and in summer the cooled air is forced 


this city. 
Carl Dudley 
left Wednesday for 


T O O 1O 'ft 
«"** in amiiuici unc uwuieu O.II IS lUTCetl 
j. d-j-iz-.it, j into every part pt the building by a 
..... 
. 
"JR S A I,K—About 50 chickens, 1114 fan system. 
Air, brought from "the 


i-ours St. 
Old phone, 1406. 


_ ... 
. 
13-9-12-St. 


FOK 
KB XT—'Large furnished frou. 
. 'OK:;;, with alcove bedroom, furnace 
••tu t-lf.-ctric light, gas, bath. 
117 S. 


•i'-ad'.'iny St. 
S-D-l9-'! 


£0:-T--Frj 


, outside, is circulated after first being 
I was-hed and purified by a water spray 
| 
The bank ia the outgrowth of the 


i Central Bank of Wisconsin, which be 


operations 
with a capital of 


,—-rr— .„ -^l^~ I 
Th*. Central Bank of Wisconsin was 


..., , 
Second ward. 
-"_«'. Milw. St. 


centrally 


H. A. Moeser 


ll-9-12-3t. 


rClMr'S"-f,'-£:~steel coal range, reason- 
-, '1JIc-, ;»M 3. Jackson, old uhone IfiSO 
Jackson, old phone 1630 
13-9-12-3t. 


August, 1855, and 
a few weeks later 


and 


began 
in the 


> i -Oil 
FREE 
BOOKLET—En 


Hr.>- , . 4!,ttlon Sal«s and How To 


s=Vv'i ;, , J !leln/' containing a lot of 
-."] 
'• ""OmiilUOn 
l-ITl 
fotHntr 
Tin 
n r* 
on 
an 
.... getting up 


••-"•, n:i(i the 
arrangement of de 


: _* Post card will bring it. Ad 
> -'•'••• Janesville Gazette. 


54-0-12-dtf. 


LOCAL BRIEF ITEMS. 


"c:;\vi!!r Lodge No. 55, F. and A. 
'v'/. ,i 
c.in 
statecl communica 


'•'•• ,'n 
T- Sep,1' 14- at 7:3° 
"re"11',Temple.. wprk in f 


p, m., 
he F. 
j 
. 


ing brothers cordially 


be a social as well as 


•>• an,. ^end' ^leiStes t£ coun- 
tointtii. 
cor'ventions must be ap- 


rio :» A pretty dancing par- 
last 
evenme at Turtle 
, 
a"out 
at furr.le 


attend- 


building now known as 17 West Mil- 
waukee street. Starting with a' paid 
in capital of $25.000, two years later 
it was found necessary to finance the 
'fast growing institution $100,000 more. 
In 1858 the Central bank built and oc- 
cupied a building at the northwest cor- 
ner of Milwaukee and River streets 
Five years later, in 1883, the bank 


was 
incorporated 
in 
the 
national 
banking system as the First National 
Bank of Janesville, securing charter 
No. 83, being the second institution in 
the state to enter the federal order of 
financial affairs. 
In 1891 the building 
was remodeled and the bank floor 
lowered to street level. Two years 
ago this fall the two adjoining stores 
one 
on 
Milwaukee 
street 
and 
one 
on 
River 
street 
were 
ac- 
quired. 
On July 
5 last year, 
bUBiJ 


ness was transferred to 
temporary 
quarters, and on Tuesday of this week 
the First National Bank of Janesvllle 
entered its new and modern home. 


The board of directors of the bank 


are N. L. Carle, T. O. Howe, A. J. Har- 
rie, G, H. Rumrill, J. G. Rexford, A. 
P. Lovejoy and V. P. Richardson. 
J. G. Rexford is president of the in- 
stitution; A. P. Lovejoj', ' vice-presi- 
dent: Harry 3. HugKart, cashier, and 
Will McCue, assistant casnler. ' 


CARD OF THANKS 
I wish to thank the Woodman Asso- 
ciation for the prompt payment of the 
claim I entered August 15th, also rec- 
ommend the Association to the people. 
JOHN GERBEH. 


Green Bay where he will make his 
home. 


Frank Kundert of Monroe, spent 
the day Friday in this city. 


Miss Rosailnd 
Studley, who has 
been the gueat of Blrs. E. J. Manning 
left 
Thursday for 
her 
home 
In 


Chicago. Miss Florence Thorpe of 
Monroe, who was also Mrs. Manning's 
guest, accompanied her home and will 
remain for a weeks visit. 


Mrs. 
Kate Custer-Wallace of Lake 
Wequetonsing. Mich., will arrive in 
Janesville, today for a weeks visit 
with local relatives and friends 


Mr. and Mrs. J. F. Mitchell ot 


Chicago, who have been the guests of 
Mr. and Mrs. L. J. Cronin, have re- 
turned to their home. 


John Disch of Madison is in Janes- 
ville today. 


George Porter 
of Evansville 
Is 
spending the day in this city. 


Mrs. Orion .Tudd of Bardwel), spent 
the day Friday in Janesville. 
Warren 
Hopkins, is a 
business 
visitor in Evansville today. 


Thomas Huntley and wife of Solon 
Mills, are in Janesville today. 


Sixty . people 
this 
morning 
left 


Janesville to attend the 
closing day 
activities at the Green county fair at 


to en»h 
i t 
to enable it to 
meet 


tj. 


of 


S°j5_t.i1<LJ?'attep> but the 
by the se 
Commission 


would 


applica- 
coni- 


,r 
Mvers came 
down 
from 
Madison and spent the day on Friday 
in this city on business 


Mrs. 
Walter 
Darling 
and 
two 
children are in the city from Milwau- 
kee. They are the guests of Mrs. C. 
S. Jackman of East street 
T J5<rs- Harry Smith of Indianapolis 
Indiana, has returned home after a 
visit with her parents, Mr. and Mrs. 
R. L. Colvm of a few weeks 


Allison Burdick. son of Dr. and Mrs. 
A. L. Burdick, has .gone to Milton to 
take .up.hiB -studies -at -Milton college. 
The Misses Catherine and Emma 
Sctdmore who have 
been visiting 


friends in Hanover for several days 
•have returned home. 


Mrs. Christina McFarline is spend- 
ing the week at the McFarline home 
in Johstown. 


Richard Valentine is 
enjoying an 
outing in the woods of northern Wis- 
consin. Charles Caldwell of Nashville, 
Tenn., joined him on Wednesday for a 
two weeks' fishing trip. 


Miss Elizabeth Beck has 
returned 


from an Edgerton visit with friends 


Mrs C. W. Collver of Clinton spent 
Thursday in this city with friends. 


Miss Harriet Timpany is visiting 
jjio 
m mi 
her friend, Mrs. Helen Wold, in Ley- of OrtordViHe 


the 
folks. 


Captain and Mrs. Loftus of 


worth were over to attend the bal 
game and called on their old neigh 
oors and friends, Mr. and Mrs. R. E 
Greene. 


Miss Edna 
Kinyon is visiting her 


father, Dr. B. F. Kinyon at Ladysmith 
Wis. 


Mr. and Mrs. H. 
F. Windsor of 


Batavia, 111., spent Wednesday here 
with Mr. and Mrs. R. E. Green. Mr 
Windsor is manager of the electric 
road from Harvard to Geneva Lake. 


j50c and $1.00, 


Wal-i 
Ladies' 
Wool 


BRODHEAD 


_ 
...-.- 


Mrs. 
Thomas Gregg. 729 Prospect of the question of nureha«i?»SSJ?n 


avenue, entertained 
Circle No. 3 oE plant to the voters nf th 
A s tne 


the M. E. church Friday afternoon, special election 
Tlip. mafJL-? y «at, a 


At the close 
of the 
meeting Mrs. I voters decided to aeaSi?otf y ot,thS 
""" 
" - 
ffifXHS-SlH 


Gregg was presented with a sterling < and 
silver jelly spoon, by the ladies. 
She 
has been their president for the past 
three years. 


Victor Hemming left this 
morning 


tkmln t"eS"feSa?e-n-^bn"»»>t aS 


Order Not Enforced 


to spend several clays in Milwaukee. 
L. K. Crissey spent today at Beloit. 
Miss Mary Stevens has left 
for a 


visit of several weeks with relatives 
at Webster. South Dakota. 


Miss Lillian Leahy of Milwaukee, 
is the .guest of Miss Jessica George. 


The dance, which was given last 
evening at the Terpsicherian hall, for 
the younger set, before they leave for 
school was a great sucess About 40 
couples attended. 
The music was 
furnished by Mites McGinley at the 
piano and Mr. Menzles at the drum. 
Robert Carle Sydney Bostwick and 
„„„ 


Loyd Craig had charge of the affair. I holding mo eierrinn m,,0uj 
- 
- - 
Mr. and Mrs. Lawrence Royce and the city of^Janesv^P S« *A' neithe«' 
son of South Milwaukee are guests in by Us offlcialt Ind 
* reDreBent«'1 


the city of M1ss Mary Crosby, on'--- 
•- 
Jackson street. 
Airs. Royce was for- 
merly Miss Louise Cros'by of this 
•city. 


Mrs. Hugh McCoy and Miss Louise 
Merrill 
entertained 
twelve 
young 
ladies this afternoon at the home of 
Mrs. . McCoy on Court street. 
Tea 
was 
" 
- - 
- 


fair 


* P8tan9e establishing the rates 


' 
1 
" 
6 c-m 


served at five o'clock. 
was given in honor 
Bessie Burch. 


The af- 
of 
Misa 


Bruce Jeffrls left for Providence, 
Rhode Island today, where he is a 
student at Brown University. 


Mrs. Edward Peterson has issued 
invitations for a one o'clock luncheon 
'or Monday Sept. 14th. It will be 
given at the Country Club. . 


Mrs. 
William Porter has sold her 
suburban home and expects to spend 
.he winter in the Me of Plnos. 
Mr. and Mrs. William Sayles and 
'amlly htve returned .home from Red 
Cedar lake where tie. family has 
spent the most of the summer. 


Mrs. George Parker spent'Friday.in 
Chicago. 
, 
. 
- 
' 
. 
. 
- 


zena nor 
that' sSch 
c v e 
citr was of the opinion that if it camp 
Into possession of the plant it ^ could 


"Shortly after the decision of tht> 


?XemtehC°Urt holdins tne election In- 
valid, the 
commission notified 
tip 


Janesv lie Water company to put the 
schedule of rates provided in the or 
der of August 17. 1911, into 
" 
Before the. beginning of the 
tar following the date of s c n c 
proylslon had been- made to submit 
?h8ftlnl»n? ?U6l»on,(rf the purchase of 
the plant to the electors at a apecial 
election. Immediately thereupon pres- 
sure was brought upon the " commti- 
slon not to insist .upon the effective- 
. 
order unt" 
the e 
, 
fc 
e 
tlon had been held, it was represent- 
ed to the commisBion by those who fa- 
vored the acaulaitton of the plant by 
the municipality that it the order be- 
came effective before such election, .it 


, 
den this week. 


Miss Genevieve McGinley was the 
guest this week of Miss Hazel Driver 
of^Milton Junction. 


ffr. and Mrs. C. L. Valentine, North 


Bluff street, have, returned from Lake 
Waubesa where they have been spend- 
ing the summer. 


Miss Lydia E. Kingstey returned to 


her home in Detroit today after spend- 
ing her vacation with Mr. and Mrs. 
C. V. Kerch in this city. Miss Kings- 
ley is in charge of one of the public 
libraries in Detroit. 


City Attorney W. H. Dougherty is 


in Milwaukee today. 


Mrs. 
H. Bickleman 
has left 
for 


Aurora, 111., where she will make her 
home with her son. 


Miss Hazel North has accepted a 
position as teacher 
of 
mathematics 
in the Klainath 
Falls 
county 
high 
school, Oregon, and will leave Sunday 
night via Spokane, Tacoma and Port; 
laud. 


Miss Iva Stickney of Chicago, who 
Jias been 
spending 
the 
past two 
months in this city, the guest of Miss 
Marguerite Dalton, has 
returned 'to 
her home to resume work at Long- 
wood Academy. 


Attorney Owen 
Rutland of Beloit, 
transacted business in the city today 
Fred Coon of Edgerton, was in the 
city today on a visit. 


JOHN HTFUNTRESS 


DIES OF INJURIES 


Sufferer for Two Months From Burnt 
Expires at Five O'clock Yerter- 


day Afternoon at Home. 


The death of John H. Huntress oc- 
curred yesterday afternoon at five 
o'clock, after the deceased had suf- 
fered for two months from burn's sus- 
tained while attempting to save a 
horse from his barn during a ftre ou 
the evening of July eleventh. 


Mr. Huntress had battled wonder- 
fully during his illness, in hopes that 
the burns might heal up sufficiently to 
carry him past the danger point. His 
attempts to rally were in vain and he 
passed to-the world beyund only aJtter 
a 
hard struggle 
accompanied 
by 
almost-constant suffering. 


He was born in Boston, Mass., in 


1847, 
arid would have been 67 years of 


age had he lived until the 22nd of this 
month.. Forty-seven years ago, 
he 
came, to this city, where he engaged 
in the grocery business for many 
years. He was married November 
25th, 1883 to Margaret Carman of 
this city. A loyal member of ' the 
First Baptist church, he was highly 
respected as a 
friend and citizen. 
He 
leaves besides 
a 
wife, 
'one 


daughter, Mrs. H. A. Weirick, who 
lives at home, and ivho was only 
recently married. 


The tuneral services -will be held at 
the home, 315 East Milwaukee street, 
Sunday. 
afternoon 
at 
one-thirtv 
o'clock, and will be private. The re- 
mains will be- taken 
overland to 
Milton, for interment. 


Brodhead. 
September 
12. — Mrs. 
Snyder and daughter, of Janesville. 
have been spending this week at the 
home of the lady's sister, Mrs. Armeda 
Gardner. 


Mrs. Joseph Seguine and daughter! 
Lillian, of Newark, New Jersey, who 
have spent the summer at the home 
of Mr. and Mrs. John Lorey, departed 
Friday for their home. 


Misses Margaret Muller and Mar 
garet 
Schesky 
of 
Janesville, 
are 
spending a few days at the home of 
tlie former's 
parents, 
Mr. and Mrs. 
Jacob Muller. 
A. E. Stephens and Oscar Lofthus 


left on Friday for a business trip to 
Detroit, Mich. 


Miss Myrtle Grenawalt visited her 
people in Orfordville Friday. 


Mrs. 
Gus Baxter 
is 
the guest of 
Monroe friends for several day-s. 


Mr. and Mrs. T. T. Hartman are 
guests of their son, Ruesel, in Beloit. 


Mrs. M. Michaelsoa and daughter, 
were guests of Mr. 
u 
, 
guess o 
r. 
and Mrs. L, E. Fainnan and returned 
home 011 Friday. 


Mrs. 
Arthur Pierce and music class I 
gave a recital 
at her studio last! 


evening that was much enjoyed by a 
company of friends present 


BECOME A 
MONTHLY 


SAVER 


Open an account 


now, 
this bank is 


open every Satur- 
day evening for the 
accomodation of 
savings depositors. 


The Rock County 
Savings & Trust 


Company 


Open Saturday Evening*. 


_ 
Sweaters, 
House 
Dresses, 75c, $1.00 up. 
^ Long kimonos, crepe or fleeced, 9Bo 


Form fitted Aprons, Kimona Aprons 
buttoned front, 50c. 
' 


Parisiana and American Beauty cor- 


set, all sizes, 18 to 36, for 98c and $1.30 
Paris model corset, 49c. 
Dorothy Waist 48c. 
Silk boot hose 49c and 25c. 
Lisle hose 15c and 25c. 
Long sleeve corset covers 25c. 
Big reduction in muslin underwear 
Princess slips 50c, 75c, 89c and $1 25 
Embroidered skirts 65c and 98c. 
Slipover gowns 49t and 73C. 
Outing flannel gowns 60c up. 
Black 
sateen 
bloonwrs, 
rompers 
and Oliver Twist suits 25c. 


Children's dresses 50c and $1 00 
Wash skirts 48c. 
Colored skirts S9c and 9Bc. 
Prof. Geo. L 
Hatch Dancing 


Glasses 


open at Terpsichorean Hall 


Monday Eve., Sept. 14 
Mr. and Blrs. Hatch win show the 
new dances: Maxixie, Half and 
Half, New Hesitation Waltz, etc 
etc. Class, 7:30. Hop, 9 to 12 


Licence to Wed: 
A marriage 
li- 
cense was issued today 
by Countv 
glerk Howard Lee to Miss Josephine 
E. Cadmnn and William C. Moss, botn 
of Beloit. 
. . - . . . . . ' ' . 
• 


Sweet Pickles, doz. ..... lOc { 
3 bottles Chow Chow 
25c 


(Jet our prices on Flour. 
2 pkgs. Cream Wheat .. .26c 
100-lb. sk. Granulated Sugar 


for 
$7.35 


Large can Sliced Pineapple 


for 
20c 


1-qt. bottle Maple Cane 


Syrup 
25c 


Table Peaches, bskt 
20c 


H. O. Muskmelons, . .7c, lOc 
Flaherty's and Colvin's 


Coffee Cake. 


3 tall cans Condensed Milk 


for 
25c 


3 cans Oil Sardines 
25c 


BUMGARNER BROS. 
Deliveries made to any part 


of city. 


Both phones. 


Old Batch 


Coffee 


A. blend wiiicli we decid- 


ed on after much experi- 
menting as being most un- 
varyingly successful in pro- 
ducing perfect coffee. It is 
the ideal coffee. 


We sell 3 pounds for $1. 


Dedrick Bros. 


Cronin Milk 
Should be Used 
in Every House- 
hold. 


Can you afford to trust your 
health and the health of 
your family 
to milk 
you 


know nothing about? 
Be 


sure, be safe, use Cronin 
Dairy Milk. Absolutely pure, 
sweet and wholesome. Ask 
your neighbor. 


CRONIN 


DAIRY CO. 


New phone Blue 999. 


Old phone 647. 


: 
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WOMAN'S 


Tke Evening Cnit-Chat 


B Y 
R U T H 
C A M E R O N 


MIGHT-HAVE-BEEN MIRAGES. 


:'•< r-i:im lust week T was interrupted at my work by some dear 
• lit:.- V,-:KI came from some distance. 


,\,>t to have riven ii|. the clay to them would have been to show 


• 
> . • iiih: of inhospitalily as well as to deprive myself of a great 


-.-. >;rf. 
SD the p<>nc:i! I had thrown down when the knocker an- 


-.;• ;ti r i v a l hiy idle for tho day. 
i mil--'.- 1 enjoyed ihu enforced holidiy, and yet (how seldom "and 
•:it i-.-i-n from our clearest pleasures) and yet their coming was in 
.mm our cu'aresi. pleasures) ana yet. tneir coming was in 
You see I was in an unusually good mood for working 


;i:i.l if I had not been interrupted I should 'iiave accom- 
nM^hnrl wnnrlnr-o I fr.cl t-i,i-n 
. 


plished wonders. I feel sure. 


Hut would 7 have? 
That is the point I want to bring out. 
Would the mood have lasted if it had had a chance 


to last? -Would it have lived to a ripe and fruitful old 
ufre if it hadn't been cut off untimely in Its youth, or 
might it have shortly died of inanition as so many 
such moods do? 


I am afraid I can guess the answer. 


I know a woman who hates to go to bed early. 
She 


will frptiuently sit ii[> until one or two o'clock over an 
alluring hook or a piece of embroidery; she seldom 
cors to bed before midnight and is unquestionably in- 
juring her health by the short rations of« sleep she al- 
lows herself, and yet when, for some reasons, any mem- 
ber of her family depends upon her sitting up on some 
."pec-ial eve'iins and tells her so, she is very much 
ap^rieved. 


' I was planning to go to bed early tonight" she 


ir, variably *ays. 


On one occasion shr was particularly disturbed. "I 
am I ' l i u s i i n l l y tired and meant to go to bed very earlv " 
.-hi- said. 
Thinking it would be a shame to miss sucli'a 
n s i 


Th» tendency to perBevers, to persist 


In spite of hindrances, discouragements 
and impossibilities; it ts this that In all 
things distinguishes the itronc soul 
from the weak.—Carlyle. 


...l.*..n It. 
..v/h41Ll 
I/G cv ollo.LJ.le L.U Uilbb QUUll d 


managed to arriiiw it so that she could go to bed earlv as 
ai up u n t i l t\vi> o'clock. 
t i m e I h:id n l i t t l e group of vari-colored poppies in my ear- 
lui.l was extraordinarily large, and I watched it with special 


made 
-_'. . K . i t just the .lay it. l i f t e d its head to the perpendicular and 


un a.Tid,.nt betell it and broke it off. And then of course I 


• i;.-:i Hi.- loveliest poppy in all my garden! 
l::- chance we miss is the chance of a lifetime. 
The 


: died would 


-HI\'GS V/ORTH 


^ I; .-;y nr.-dk-i 
. 
_ _ 
.,. 


;./'•/'•;••: ;"'' '•'••'•"•L'-<-'* in coal oil tor a 
| \ :::----;t:- :".'.: ivniove fly-specks from 


'.-,'..r'!,"fr. .:'i'1-\?;i 
1."17—windows, 
picture 


\ i:i«-.L:a." :-^ci:ii(:tliinp of a tonic for 


1^7 .-Kin. ,-LC; i-;:ro-< roughness o[ the 
:-.;n: and 
chjiiiiiK. if 
applied 
after 


•nmilflo ;h-y'o^S- 
U SllOUlcl l>e PCr- 


. vviiy 1.1,1 ;;;(•;; white oilcloth on vour 


kitc'ii-n i-iip!i(i;:rd shelves, in place of 
"Iways 
having 
to 
replace 
clean 


QUEEN OF BERRIES. 


Of all the fruits which are so boun- 


tJfully given us, there is none so wel- 


come, none BO refreshing 
aa the strawberry. It is 
found in almost all quar- 
ters of the globe and 
prized by all nationali- 
ties. The Greek calls it 
"scarcely a mouthful;" 
the Romans 
called, it 


"Fragarla," because 
o f , 


its exquisite perfume; poets have sung I 
its praises in every land and clime, ' 
and at banquets under the shadow 
of the Acropolis it held the place of 
love. 
It was the practical Anglo- 


Saxon who took the poetry all out 
of the beautiful name of Fragaria and 
named it strawberry, because of the 
custom of placing straw tinder the 
vines to raise the berries from the 
soil. Others say it is the tiny straw 
in the berry which gives it its name. 
However that may be, a etrawberry by 
any other name would taste aa sweet. 
Physicians concur in placing straw- 
berries in their catalogue of pleasant 
remedies. 


The wild strawberry, picked in the 


open field, where it has absorbed the 
sun's rays and developed its sweet 
juiciness, has a flavor unexcelled by 
the choicest cultivated berry. 


There are some unfortunate individ- 


uals who are unable to eat this berry 
without ill 'effects. The reason for this 
is not fully explained, says 


LXX. 


Introoucing an Interesting Stranger Whom All the Girls are Anxious to 
Meet. 


water until tender, drain, add one-half 
cup of sugar; cook until musiiv, then 
run through a racer or sieve"- cool 


the rice is cool stir in and flavor ma- 


. taste 
After combining the above ma- 


!or?aam'vervPBtir11^ 1i"lt -?f ""<* 


THE TABLE. 


Tomato Relish—Cut stein ends from 
r:pr- tomatoes. Remove the pulp mi<- 
wit:i an t-qual quamitv of 
chopped 


• urumbpr and .season well with salt 
and ;,epj;or. 
Replace in the tomatoes 


"" ,,*,e,r''e °" :! lettuce leaf with may- 


iSX™ nnlfifelf irl'mu'eVuf- 
IET. 
b.ioe an onion and fry it brown 


; , a 'ablespoonful of butter. Add to 
ni^ the friPd melon and to this add 
a tfaspoonful of milk. 
Lt>; it cook 


Covered, tor ten or fifteen minutes. 
' 


.mpsrial Pudding—Soak one heap- 


chocolate 
syrupi 
with 
ground 
or 


chopped nuts on top of each slice. 
,,.,-f, u'ber,ry .p'.e—Line a deep pie tin 


; u uh. good plain paste. Brush 
with 


•l!te o£ ,eg? n'i*ed with water. Fill 
with washed and floured blueberries, 
«r!d su?ar in proportion to one cupful 


•.of sugar to three of berries, one table- 
spoontul of butter a pinch of salt, and 
about a teaspoonful of lemon juice or 
Halt a teaspoonful of vinegar 
Bake 
\VJtLl " r»r~"^" n**n«4- 
j->ui.nj 


---- -- —j'^ io fsuuu 
Vtin •"'Vc "'"•"thoroughly done 
skin is loosened from apple When 
cool, the skin can be entirely removed 
the apple center stuffed with 
luve"- 


i peculiar to 


"There must be some combi- 


nation of acids or other materials ex- 
isting in this berry which is excep- 
tionally irritating to some persons." 
It may be that, they (the persons) 
have a digestive acid which combines 
with the vegetable acid in some chem- 
ical change which causes the disturb- 
ance. 


The strawberry contains an abun- 


dance of salts of potash, lime and 
soda which acts upon the body secre- 
tions beneficially. 


The addition of a dash of red pepper 


or a pinch of soda to berries for 
people who have a personal idiosyn- 
cracy against them will help some to 
digest them without trouble. 
Lemon 


juice is another aid to some, and for 
those "-*1-" —*•-- ..- 
- . - 


was at a dancing party that Peggy 


curiosity of. all the girls. A strange 
young man, if of an agreeable and in- 
teresting appearance, is the object of 
more feminine speculation and mental 
appraisal than he is generaly aware 
Oi. 


"Vtho is the new man." breathless- 


ly whispered Patty Smith, one of Peg- 
gy s breezy friends, as she rushed up 
alter the close of a dance. 


•Din't know; haven't asked him,"1 


It is hard to furnish even to one's self 
a reason for such things, but ~ 
felt instinctively 
that 
this i 
was an event. Something seemed 
whisper that she would not soon forget 
this evening and this moment 


Mr. Condrey begged for a dance, the 
first that Peggy could spare. 
After 


he had left her side, Peggy was sur- 
prised to find that she was counting 
the dances that must be gotten through 
with until he would return. 


'"v,. here, .Peggy," 
demanded 
Hmkly, jokingly, '" 


the eye. 


whipped cream. This is very 
"s to the taste and very pretty 


Surprising Results from the Use of 


NEWBRO'S 


HERPICIDE 


i 


\ 
REA^JWRS.JHARPS LE1TER. 


For imparting health to the scalp and luxuri- 


ance to the hair nothing excels NEWBRO'S 
HERPICIDE. It is familiarly known to thousands 
of users throughout the World as the Original 
Remedy for destroying dandruff contagion and 
saving the hair and as a delightful hair-dressing. 
The letter from Mrs. C. K. Sharp of Luverne, 
Ala., which comes voluntarily and unsolicited, is a 
glowing tribute to the wonderful power for good 
concealed in this well-known scalp prophylactic. 


lon't you?" 
= M I 


f' 
> Ct 
hrf ?isha""i now' Peesy," remonJ 
<;Of°co'urso not!" denied'Peeev' 
iratea tne other, with a pount. "I'm mock indignation. "What an idea' 
™^™™$™**y--- S?« WAA* he' aBd wliere 


vas meeting quite a few 'of the 


• 
l^ seemed, and thp ""iri^ man 


nged to find-places for him on the ir" 
dance programs. But Peggy was not 
to be stampeded with the rest 


If you would succeed in the wo- 


Kf^emem^r&it^^- 


than as 


"huh'e?'V well fixed, buf Tns'sf !£ 
{hpSt'hSe 
f 
llis own row. so B" IB SS 
the road for a machinery comoanv Xn 
not a coffee-mill drummer? "uess'nVs 
an engineer of some kind 
He eoe* 
around 
helping install 
mechanWi 


Plants. Says hl's bound to^show tife 
old man he can make good " 


How interesting.," murmured Peg- 
Si hSf,,rs3,s, -r sssA 


(Continued:!" 


Dear Mrs. Thompson: 
VJ. ,,^ ^,~ 
two young' girls. One of us is five 
feet two inches tall and weighs 125 
pounds; the other is five feet eight 


inches 
tall 
and 
Are we too fat? 
weighs 148 Ibs. 


<2) 
If ' t w o 


young ladies go 
with two 
young 


gentlemen 
to a 
party, in an auto 
how 
shall 
they 
sit? 


(3) Is it proper 


to dance with a 
young gentleman 
if you have nol 
been 
• introduced 
to him, but knew 
his brother? 


(•4) One of us 


Is 25 years old 
and 
has 
never 


seen a man she 
loves. 
S h o u l d 


Sho he 
discour- 
11 "•• 
aged?- 


15) The other is 19 and has fallen 


in love many times. 
Should she take 
one if she gets a chance, or follow the 
example of her friend? 


(6) We are both Germans. In dis- 
cussing the war, should we take Ger- 
many's side or not argue over it? 


(1)W 
TWO GIRLS. 


(2) They should sit beside the man 
who is taking, them to the party: It 
does not make very much difference 


(3) No; it would be better to ar- 
range an introduction. 
(4 No, not it all. 
(5) I do not think she really knows 


what love is. It is not a thing you 
take a chance at. If she were really 
in love she would know she wanted 
to marry him. 


(C) Do you know enough of the sit- 


uation to argue.about it? 
Read up on 
the matter and discuss It if you want 
and place your sympathies where you 
think they belong. 
• * • 


Dear Mrs. Thompson: 
I am a girl 


of lo years. My height is five feet 
three inches. Am I too tall for my 


(5) Is a girl of 15 old ero\i«i 
to the convent? 


(G) Could you please tell mo 
way to comb my hair? 


(1) Young girls vary in he 


,?»i(i 


ic],, 
" 


(2) Navy blues, plum 
color- 


greens. 
Blue would be bec-omi-, ati 


you. 
1JS tj 


(3) To your shoe tops. 


,, (4) The styes are varied. The Int. 
sized hats are going to be v o r n f 9 
the small sized ones will holii ii ? 
own. 
'"* 


(5J It would depend on the com-™ 
If.it had other girls of that agott" 
might be all right. 
be' 


(5) Pomp the front, havini- •!,„,.. 


at the sides 
pinned 
closely 't0 .',- 


head. Have the top of the p'oir 
•"'* 
turned, under, similar to the j.r, 
twist effect 
Braid the 
hair jn 
back and finish with a '---- • 
bon. 


Dear. Mrs. Thomps 


a. cousin who thinks I „... 
and "stiff." What shall rcloTo'71 
rect. this iclea without, being unladv 
like? I am naturally jolly and full J 
fun but I feel embarrassed when i? 
about. 
' 


(2) I am impulsive and love to(. 


mischievous things. 
My friends sc-p-I 
to like me, but call me crazy, in "' 
dignified they think I'm "funiiv" ,* 
they laugh. What will I do? 'p £" 


(1) You are no doubt just ••'"- 
:- 
self conscious. Try to 


i a larjc hair -a 


'son: 
(1) [ .h 


I am too (liKiiit ° 


(2) What colors will be worn this 
winter 
and 
what color would be 
suitable for me to wear? 


(3) How long should I wear my 


(4) What kind of hats will be worn 


BALL OF ALL STATES 


TO BE HELD TONIGHT 


San Francisco, " Ssjit^'^lZ—Under 
the auspices of the Associated Secre- 
taries of State Societies of California, 
the. Ball of- All States- will be given to- 


•The •function 'will be the first big 


^ui? tia££?nr,-schedu.led in connection 
with the 19la exposition. Every state 
in the union 
will be 
presented, 
as 
well as many of the foreign countries 
«hich will have exhibits at the fair. 
The ball will be iield 
at the 
St 


hotel. 
The 
coast 
artillery 


_. 
...ii nirnish the music. Danc- 
ing will start at sunset and-continue 
until sunrise September 13. 


*f\jmi. . v.wi.fcjvxii_i ua. 
a * y 
IAJ- 
<H.;L 
11iltu*l] 


when your cousin is around, and I ij, 
sure lie will change his opinion of vo° 
Perhaps it was your self eon-scion" 
ness that he was criticising. 


(2) Pay no attention to yam- Crime, 
and cultivate a happy medium v 
tween the dignified and impulsive.? 
titudes. 


< 
• * * * 


Dear Mrs. Thompson: 
(1) Cm vet 
please tell me how to remove mmo- 
oil spots from tan oxfords? 


(2) I am a girl 13 years of ago an; 


am a freshman in high school \m i 
far enough advanced? 
K.MIU'r 


(1) I shoud take them to a roliaM 
cleaner, if 1 were you. 
(2) Yes. 


'_ » SKIH OF twin \S K JOT F38EVH 
Dr. T. FELIX GOURAUD'S 


ORIENTAL CREAM 


Ss£m 


OR MAGICAL BEAUTIFEER 


pies. F r c c k l c i 
Moth Patchcs.Riih 
anrt Skin Ms-asa 
mud every |,lemi>b 
= aiCB I ,—f 
-JET 2n beams-, nad it- 
8".i-x* ^**=-S3 
ficl 
<Jel«tion. n 
K 
/ft 
« 
»«/ 
h»sstoocllhct«tof. 
66 years, and ii s» 
harmless we lisle 
it to be sure il j| 
proptrlymp.de. At. 
cept no counterfeit 


»r t A. Sayr, nU to . lady'of'S £T0£J 
£,S 
™Mi. •*» 5'PU Indi« win «se them, I re- 


of SfS"1 "?'"* ' Cre""'ns «'« l™st hnnnffi 
S 3 r, 
m P^Pnrations." At dr-jj-gisu 
and Department stores. 
"r-isuu 


ftii. T. Kiplclts £ Sin, Prtpi, 37 Gnii Jim $t,m 


Every Day TalksToEvery Day People 


(BY FRANCES JOYCE KENNEDY.* 


• By request today's talk space is 
given over to recipes that are espe- days". 
for a week or ten 
, 
r — — •....«•« t»it 
COl/G" 


Sf Th^: cool^i^e ?^^^^^f^ 
not expensive and each recipe will ™ f f . SUS^ 
together 
and add two 


keep exceptionally well. It should be fuf of baHn£ep"aiely' one teaspoon- 
borne in mind that if children carry Hour^haff 
aS ffloSntS?8 n^'iV °1' 


their lunch to senool they should have' Quarters of a cupful of milk and 
a 


heir principal meal at the close of «!??««« «*> ™Pfnl c; milk,' and' 


_„„ 
1*^ j i T «.i 
UL 
LI IK oron hv Mm i-mip * 
»-«sc trier, smo., 
.- ;Vr. it will be far better for tered tfn.f 
n t 
teaspoonful on but- 
i£!!S~l«.fi^,g^^R"i?»'!SS,5's 


!mil 


ct 
c<t ' m 
i 
MJ * ns« 
IIU 111 ailtl n rinll 
f 
p r 
••%^».. 
J. Jteiti la alWR \"Q 
t! atllTiy IJGiiteil WllitP^ 
flf* tlio 
*-eliI I OF I Til it fOT limolioc 
«*•«« «*j a 


:||HnC^kH^3aiiii p^S^skf sdli 
Luf^T 
made int° -nd^ichTlv1?l! gjotrTorgTtr^,artothae-rjdFe^e5 


^^»«^',»L-rq;-£»« 
;'°re:S=sSEiir~^S^-v^,5fS:'" 
have done witll ,t as shc already -^ 1*?^**™^ ™°« *£?>?** l don't know what we would 


. 


v,ho uses EBEWOID3 careMl^^U^ISSS™,^^ W^°h "^ *• ejected by the onl 
^^^ss?s^^^^^^^ °t 


f such an as" 


^SrSl^'^^^ 


TRY IT AND BE CONVINCED 


Send 10 Cents for Trial Bottle and Booklet; SEE COUPON 


. 
Two Sizes, 50c and $1.00. Sold and .Guaranteed Ev 


Your Money Back if You Are Not Satisfied. 


Applications at the Better Barber Shops. 


cwywhere, 


J. P. Baker & Son 


NEW JERSEY TO OBSERVE 


"EDUCATIONAL SUNDAY1 


ISPKCIAL TO THE UAZETTE.] 


Trenton, N. J., Sept. 12.—New Jer- 


sey tomorrow will 
observe 
"Educa- 
tional Sunday." Some time ago: State 
Commissioner of 
Educatlo Calvin N 
Kendall conceived the 
idea 
that it 


would be appropriate 
at this time, 
when one portion of the world is en- 
grossed in a great war. 
to 
demon- 
strate that the people of another sec- 
tion of the globe were quietly prepar- 
ing to send their hundreds of children 
hack to school rooms for the regular 


T"; ,]?-y gathering in the churches 
and holding services touching on edu- 
cation, this could be demonstrated, ne 


T.'nG°1v^'.nor,Fielde,r heartily endorsed 
Kendalls plan.and tomorrow was set 
as the cay on which 
special educa- 
tion services shall be held in all New 
Jersey churches. 


Special Agents, 


WILSON DELIVERS 


CENTENNIAL ADDRESS 


ISPECFAr, TO THE GAZETTE) 


Baltimore Aid., Sept. 12.—Today is 
Star-Spangled 
Banner 
D'av" of the 


Baltimore centennial celebration of; 
the writing of the famous song 
The! 


main events scheduled were addresses i 
by President Woodrow Wilson and the1 
dren'nS 
tllousands of school, chil- 


The bombardment of the forts will 
be reproduced tonight. 
A water car- 
nival illuminated fleets, will be held 
and the anthem will be played bv thp 
combined bands of all the vessels 


Peace and Memorial Day will be ob- 
served tomorrow. 
Former Presidpnf 


Taft and Secretary of State BrVan ™e 
among the speakers who have prom- 
ised to appear tomorrow. 


Edw. Dobson 
O.W.Lofthus 


,-,«•., 
YARD IS BUILDING ITS SUCCESS 
PRIMARILY UPON THE RIGHTS OF THE CUSTOMER 


We propose to look upon it not merely for our private 


benefit, but rather for the benefit of every buyer of a memorial 
to whom we can extend its services. People are finding out 
that they can get what they want here at "live and let live" 
prices and in consequence our August sales were nearly double 
that of any past month. 
Janesvllle Monument Go. 


. 
Opposite Postoif ice. 


Both Phones. 


.Ads. 


.., changes hands daily be- 


- ... has been advertised in the 
estate column of Gazette Want' 


Soil and Spots 
Rips and Tears 


You know spots and soil vanish like jnagic when 


. Ments are sent to us for 


—"•" _ ^j 


Cleaning 


but did you know that wo maintain a depart- 
ment where rips and tears are repaired i,, won- 
derfnlly;•effective-style? 


You'll have lo look, very closely to lirhl 


the repaired tear, when-we have finished. Ad- 
ditional cost is slight, 


JANESVILLE CHEMICAL 


STEAM DYE WORKS. 
v<^ 


C. P. BROCKHAUS & SON / ^ § 


OppoBite Myer. House. Both'.Phonet/'^ 
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/ 'PA 
I Nl 


[IN I.CVIS- WITH- 
1 UMION 
WOW! IT'S 


\ <3Re.AT THIN'C; 
\ 


»','-!_.PA: 
I'LL. SHOW YOU; 


YOU SEE THE 


US TO 


•E.LBLC.TR. 1C. 


MACHINE. SO 
I, 


ONE.. HSRE.'S 


» 


HOW 
THE. UN I OK 
Do 


H& 1/NtoN 
WAS. ALU- 


P.ICJHT; 


DOINGS OF THE VAN LOONS—If the Union Doesn't Break Father It Will'Be • All 


^?r^ s 
A t 
ISe Last 


Shot 


By 


FREDERICK PALMER 


(Copyrtsht, IBM, br Charles 3crlbn«1 Son» 


wanted,"the" capital "itself, ?oiTh6 'play 
of his abilities. His vital energy, hia 
impressive personality, hia gift for 
courting the influences that counted, 
•whether man's or •woman's, his astute 
;readiness in stooping to some meas- 
'ures that were in. keeping with the 
timee but not with army precedent, 
.had won for him the goal of his ambi- 
jtion. He had passed over the heads of 
iolder men, whom many thought his 
;betters, rather ruthlessly. Those who 
•would serve loyally he drew around 
him; those who were bitter he crowd- 
.ed out of his way. 


In the adjoining room, occupied by 


Westerling, the walls were hung with 


I the silhouettes of infantrymen, such 
i as you see at maneuvers, in different 
j positions of firing, crouching in shal- 


j low 
trenches, 
standing 
in 
deep 


trenches, or lying flat on the stomach 
on level earth. 
Another silhouette, 


that of an infantryman running, was 


"I Uope that you are not surprised at J)ePPere(J with white points In 


the result," said the oldest of the of- and Iegs and P31*8 of the body that 
fleers, a man of late middle age, rathet i were not TitaJ. to show in how many 
affectionately and teasingly. He wora! Places a man may be hit with a small- 
a single order on his braast, a plain j oaliber bullet and still survive, 
iron cross, and the insigcia of his rank i 
In tbls day Ol uniTersal European 


was that of a field-marshal. 


"Not now. I should be again, air," 


said Lanstron, looking full at the neld- 
marshal in the appeal of one asking 
(or another chance. "I was wool-gath- 
ering. But I shall not wool-gather next 
time. I've got a reminder more urgent 
thin a string tied around my finger." 


"Yes, that hand needs immediate at- 


tention," said the doctor. He and an. 
other officer began helping Lanstron 
into the automobile. 


"Good-by!" he called to the youn< 


lirl, who was still watching him with 
Wg, sympathetic eyes. "I am coming 
back soon and land in tbe field, there, 
aid when I do, I'll claim a bunch of 
jfowers." 


"Do! 
What fun!" ehe cried, as the 


o«.r started. 


"The 
field-marshal was Partow, their 


chief of staff?" Westerling asked. 


"Yes," said Mrs. Galland. "I remem- 


ber when he was a young infantry offi- 
cer before the last war, before he had 
won the iron cross and become so 
great. He was not of an army family 
—a doctor's son, hut very clever and 
skilful." 


"Getting a little old for hi« work'." 


remarked Westerllng. "But apparent- 
ly he is keen enough to take & per- 
eonal interest ia anything new." 


"Wasn't it thrilling and—and ter- 


rible!" .Marta exclaimed. 


like war at our own door 


a^aln," replied lira. Galland, who knew 
war. She had seen war raging on the 
pass road. "Lanstron, the young man 
said his name was," she resumed after 
'a pause. "No doubt the Lnnstrone ol 
Thorbourf. An old family and many 
of them in the army." 


"The way he refused to give in—that 


was fine!" said Marta. 


Westerling, -who1 had been Engrossed 


in his own thoughts, looked up. 


"Courago is the cheapest thing an 


wmy has! You can get hundreds of 
young officer* who are glad to take a 
-risk of that kind. The thing is," and 


,?hia fingers pressed iix on the palm of 


hand in a pounding gesture of the 


'orearm, "to direct and command— 
ead work—organization!" 
"I? war should come again—" Marta 


began. Mrs. Gallaud nudged her. 
A 


Brown never mentioned .war to an offi- 
cer of the Grays; it was not at all in 
the accepted proprieties. But Marta 
rushed on: 
"So many would be en- 


gaged that it would be more horrible 
than ever." 


"Vou cannot make omelets without 


. 


, rjj! 


conception, If Westerling wore to win. 
In war it would be with five millions— 
five hnndred thousand more than when 
he faced a young Brown officer over 
the wreck of an aeroplane—including 
the reserves; each man running, firing, 
crouching, as was the figure on the 
wall, and trying to give more of the 
white points that peppered the sil- 
houette thai: he received. 


Now Turcas, the assistant vice-chief 


of staff, and Bouchard, chief of the di- 
vision of intelligence, standing on 
either Bide of Westerling's deck, await- 
ed his decisions on certain matters 
which they had brought to his atten- 
tion. Both' were older than Wester- 
ling, Turcas by ten and Bouchard by 
fifteen years. 


Turcas had been strongly urged in 


inner army circles for the place that 
Westerling ha-d won, but his manner 
and his ability to court influence were 
against him. A lath of a man and stiff 
as a lath, pale, with thin, tightly-drawn 
lips, quiet, steel-gray eyes, a tracery of 
blue veins showing on his full temples, 
he suggested the ascetic no less than 
the soldier, while his incisive brevity 
of speech, flavored now and then with 
pungent humor, without any inflection 
in his dry voice, was in keeping with 
his appearance. 
He arrived with the 


clerks in th« morning and frequently 
remained after they were gone. As a 
master of detail Westerling regarded 
him as an invaluable assistant, with 
oertatn limitations, .which were those 
of the pigeonhole and the treadmill. 


As for Bouchard, nature had meant 


him to be a wheel-horse. He had never 
had any hope of being chief of. staff. 


Hawk-eyed, with a great beak nose 
and iron-gray hair, intensely and sol- 
emnly serious, lacking a sense of 
humor, he would have looked at home 
with his big, bony hands gripping a 
broadsword hilt and hia lank body 
clothed in chain armor. 
He had a 


mastiff's devotion to its master for his 
chief. 


"Since Lanstron became chief of in- 


telligence of the Browns information 
eeems to have stopped," said Weater- 
ling, but not complainingly. He appre- 
ciated Bouchard's loyalty. 


"Yes, they eay he even burns his 


laundry bills, he is so careful," Bou- 
chard replied. • 


"But that we ought to know," Wea- 


terliug proceeded, referring very in- 
sistently to a secret of the Browns 
which had baffled Bouchard. "Try a 
woman," he went on with that terse, 


.than "to ^Wesfer3irig~"whb nad "already 
'turned his attention to a document 
which Turcas laid on the desk. 


"The 128th Regiment hae been or- 


dered to South La Tir, but no order 
yet given for the -132d, whose place it 
takes," he explained. 


"Let it remain for the present!" 


Westerling replied. 


After they had withdrawn, the look 


that passed between Turcas and Bou- 
chard was a pointed question. 
The 


132d 
to remain at South La Tir! Waa 


there something more than "newspa- 
per talk" in this latest diplomatic 
crisis between the Grays and the 
Browns? Westerling alone was in the 
confidence of the premier of late. Any , 
exchange of ideas between the two j 
subordinates would be fruitless sur- 
mise and against the very instinct of 
Btaff secrecy, where every man knew 
only his work and asked about no one 
else'e. 


Westerling ran through the papers 


that Turcas had .prepared for him. If 
Turcas had written them, Westerling 
knew that they were properly done. 
Having cleared his desk into the hands 
of his executive clerk, he looked at the 


THE WORLD SET FREE I 


Europe's Armageddon and 


the last War 


By H. G. WELLS 


Copyright. 1914. by H. G. WELLS 


"One-Seventh the Allotted Span of 


Life!" He Mused. 


clock. It had barely turned four. Ho 
picked up the final staff report of ob- 
servations on the late Balkan cam- 
paign, just printed in book form, 
glanced at it and laid it aside. Already 
he knew the few lessons afforded by 
this war "done on the cheap." with 
limited equipment and over bad roads. 
No dirigibles had been used and few 
planes. It was no criterion; except in 
the effect of the fire of the new pattern 
guns, for the conflict of vast masses of 
highly trained men against vast masses. 
of highly trained men, with rapid 
transportation over good roads, com- 
plete equipment, thorough organiza- 
tion, backed by generous resources, in; 
the cataclysm of two great European 


• (TO 
CONTINUED.) 


breaking eggs," Westerling answered .hard directness which reflected one of 


still 


suave finality. 


" - he aeroplane -will take Its place as 


*' xiliary," he went on, his mind 


tuning ou the theme of her 


Prophecy, which the meeting with Lan- 


hie sides, 
"There is nobody like s 


Tvoman for that sort of thing. 
Spend 


enough to,get the right.woman." 


"TurcttB and ""Bouchard "exShangia a 


!glance, which rose suggestively from 


stron had Quickened, "But war -will.;. the top of the head "of .the seated vice- 
as ever, be won by the bayonet that|:Chie, of Btaff 
TuroBS gmiled slightiy> 


and holds a position. We shall | wni]e Bouchard was graven as usual. 
no miracle victories, no-" 
..You cou,d hardly reach LanBtron 


he broke off. He did not ac-| though you spent a ^en's ransom," 


u MrS' Qalland ana Marta back -Mid Bouchard in his literal fashion. 


? house, but made ais adieus atj ^ sttould say not!" Westerling ex- 
arden-gate. 
' 
the 
. 
in sure that I shall never marry a 


wiener:" Marta burst out as she and 
aer mother were aacendine the eteps. 


CHAPTER 


claimed. "No doubt about Lanstron's 
being all there! I saw him ten years 
ago after his first aeroplane flight un- 
der conditions that proved it. 
How- 


ever. he must have susceptible guboiv 
dlnates." 


"We'll set all the machinery wo 


have to work to find one, sir," Bou- 
Ten Years Later. 


His Excellency the chief of staff of ^hard "replied? 


we Grays was seldom in his office. Hia : 
"Another thing, we must dismiss any 


xceiiency had years, rank, prestige. ,iQ6a that they are cpncealing either 


'thl8-.!?".1 °* ?!s uniform saesed with iartillery or dirigibles or planes that 
:we do not know of," continued Weeter- 
•ling. "That is a figment of our appro-. 
hensipns. The fact that we find no 


^ 
. 
— 
— — ••— 
o» — 'trutn in the rumors proves that there 


w vice-chief of staff, was content is none. such things are too important 
-i« this arrangement. 
His years to oe concealed by one army from «n- 


*°uld not permit him the supreme ;other" 
soncr. This was for a figurehead, while 
he had the power. 


Hjs appointment to .the 
Jsajs,a£0 .had j 


e weight of his decorations. He ap- 


tio 
f"r the 'army at ereat func' 
ns; his picture was in the shop- 


Hedworth Westerling, the 


itatt ten 


. him. the field he 


"Lanstron certainly cannot carry 


them in his pockets," remarked .Tur- 
•cas. 
"Still, we must he sure," he 
\ ;moro to . himxelf 


Matter of Protection. 


A man who not only has no automo- 


bile, but who cannot be persuaded to 
so much as enter one, has been going 
around with a pair of motor goggles. 
Some one inquired why he wore them, 
seeing that he had no car. "No," h« 
said grimly; 
"but my Tito baa 


pins!" 


TO OPEN -TURN KEY 


"Oil Paste" Polish 


"I was ronsed from tbese thoughts 


by the sudden realization of the pres- 
ence of a squadron of aeroplanes far 
away to the northeast and very high. 
They looked like little black dashes 
against the midnight blue. 
I remem- 


ber that 1 looked up at them at first 
rntbor idly—as one might. notice a 
flight of birds. Then 1 perceived that 
they were only the ertreme wing of a 
great Beet that was advancing In a 
long line very swiftly from tbe direc- 
tion of tbe frontier and my attention 
tightened. 


"Directly I saw that Beet I tvas as- 


tonished not to have seen it before. 


"1 stood up softly, undesirous of dis- 


turbing my companions, but with my 
heart beatins now rather more rapidly 
with surprise nnd excitement. I strain- 
ed my enrs for any sound of guns 
nlonc our front. 
Almost Instinctively 


1 turned about for protection to the 
south and west nnd peered, nnrl then 
I saw coming ns fast-imcl much nearer 
to me, as if tlie.v hiul spruuc.out of the 
dnrbnesK. thrt= hnnks of aeroplanes, a 
UToup of squnclvons very liisrb. n main, 
body at a heiphi perhaps of one or two 
thonsnnrt feet, find n doubtful number 
flyinn low and very Indistinct. 
The 


middle ones were so thick they kept 
putting out groups of- stnrs. 
And 1 


realized thnt. nftcr all. there was to 
be fiKlitintr In the :ilr. 


"There was st.imetliinjr extraordinnrly 


Btninpe in tills swift, noiseless con- 
vergence uf nearly invisible 'combat- 
ants above tlia slwnlns hosts. Kverv 
one nbonf me ivns still unconscious 
There was no sl^'ii ns yet of any agita- 
tion amonp: the shipping on the main 
rnnnl. whose whole course, dotted 
with unsuspicious lisbts and fringed 
with fires, must have boen clearly per- 
ceptibk' from above. Then a lony wny 
off toward Alkmnar I heard bugles, 
fiurl after that shots, and then n wild 
Humor of bells. 
I determined to let 


my men sleep on for as long as .they 
could. 


"Tlio. battle was joined with tne 


swiftness of dreaming. 
I do not think 


.It can bave tiecn five minutes from the j 
moment when I first became aware of J 
the central jfinrop-iiu air neet to tne 
contact of the two .'..n-ces. 
I saw it 


quite plainly in silltuuette against the 
luminous blue of the northern sky. 
The itllied aeroplanes—they were mosf- 
l.v French—came pouring down like a 
fierce shower upon the middle of the 
central European 'fleet. 
They looked 


tiSii/tiy like a coarser sort of rain. 
Tbwe -was a crackling sound—the first 
sound 1 heard. It reminded one of the 
aurora borecilis, and I suppose it was 
an interchange of rifle shots. 
There 


were flashes like summer lightning, 
and then all the sky became a whirl- 
ing confusion of battle that was sti!/ 
largely noiseless. 
Some of the central 


European aeroplanes were certainly j 
charged and overset; others seemed to 
collapse and fall and then flare out 
with so bright a light that it took'the 
edge off one's vision and made the rest 
of the battle disappear as though It 
bad been snatched back out of sight 


"And then while I still peered and 


tried to shade these flames from my 
eyes with my hand and while the men 
about me were beginning to stir the 
atomic bombs -were thrown at tbe 
dikes. They made a mighty thunder 
in the air and fell like Lucifer in the 
picture, leaving a flaring trail In the 
sky. The night, which had been pel- 
lucid and detailed anil eventful, seemed 
to vanish, to be replaced abruptly by a 
black background to these tremendous 
DlUoics.of fire.. ...,'... 


"Hard upon the sound of them "'came 


a roaring wind, nnd the Key was filled 
with flickering lightnings and rushing 
clouds. 


"There was something discontinuous 


IB this impact. At one moment I was 
a lonely watcher in a sleeping world; 
the next saw every one about me afoot, 
tbe whole world awake and. amazed. ' 


"And then the wind had struck ma, 


a buffet, taken my helmet and swept 
aside tbe summer house of Treugde blj 
vrede as a scythe sweeps away grass. 
I saw tbe bombs fall and then watch- 
ed a great crimson flare leap respon- 
sive to each Impact and mountainous 
masses of red lit steam 'and flying 
fragments clamber up toward the ze- 
nith. 
Against the glare I saw tlic 


countryside for miles standing black 
and clear, churches, trees, chimneys. 
And suddenly I understood, The cen- 
tral Europeans bad. burst tbft dikes. 
Those, flares ..meant tbe bunting.of tbe 


dikes and" in "u 'little while'the sea 
water would be upon us." 


He goes on to tell with a certain 


prolixity of the steps ho toot—and, all 
things considered, they were very In- 
telligent steps—to meet this amazing 
crisis. He got his men aboard and 
hailed the adjacent barges; he got the 
man who acted as barge engineer at 
his post and the engines working; he 
cast loose from his moorings. Then 
he bethought himself of food and con- 
trived to land five men,,get In a few 
dozen cheeses and ship his men again 
before the inundation reached them. 


He Is reasonably proud of this piece 


of coolness. His idea WHS to take the 
wave bead-on and with his engines 
full speed ahead. 
And all tbe while 


he was thanking heaven he was not in 
the Jam of traffic In the main canal. 
He rather, 1 tbiuk, overestimated the 
probable rush o£ waters; he dreaded 
being swept away, he explains, and 
smashed against houses and trees. 


He does not give any estimate of 


the time it took between the bursting 
of tlie rtiUe and the arrival of the wa- 
ters, but it was probably nn interval 
of about twenty minutes or half an 
hour. He was working now in dark- 
ness—save for the light-of bis lantern 
-rand lii a grentxwind. He. huug but 
bead and stern lights. 


Whirling torrents of steam were pour- 


ing up .from the advancing waters, 
which had rushed,,. It must bo remem- 
bered, through nearly incandescent gaps 
in the sen defenses, and ihis vast «p- 
rush of vapor soon veiled the flaring 
centers of explosion altogether. 


"The waters came at last, an ad- 


vancing cascade. It was like a broad 
roller sweeping across tbe country. 
They came with a deep roaring sound. 
1 bad expected a Niagara, but the total 
fall of the front could not have been 
much more than twelve foet. 
.Our 


barge hesitated for n moment, took a 
dose over her bows nnd then lifled. 1 
signaled for 
full speed ahead nnd 


brought her head upstream and hi'lil 
on like grim death to keep her there. 


"There was a wind about as strong 


•B the flood, and I found we were 
pounding against 
every conceivable 


buoyant object that had been between 
OB and the sea. The only light la the 
world now came from our lamps, tbe 
steum bpciime. lmpen.e.trnble at a^acore 


AFTER SUFFERING 


TWO LONG YEARS 


Mrs. Aselin Was Restored to 


Health by Lydia E. Pink- 


ham's Vegetable 


Compound. 


Minneapolis, Minn.—"After my little 


one was born I was sick with pains in 


my sides which the 
doctors said were 
caused by inflamma- 
tion. 
I suffered a 


great deal every 
month and grew very 
thin. I was under the 
doctor's care for two 
long years without 
any benefit Finally 
after repeated sug- 
gestions to try it we 
got Lydia E. Pink- 


ham's Vegetable Compound. After tak- 
ing the third bottle of the Compound I 
was'able to do rny housework and'today 
I am strong and healthy again. I will 
answer letters if anyone wishes to know 
about my case. "—Mrs. JOSEPH ASELIN, 
628 Monroe St.,N.E., Minneapolis, Minn. 


Lydia E. Pinkham's Vegetable Com- 


pound, made from native roots and 
herbs, contains no narcotics or harmful 
drugs, and today holds the record of 
being the most successful remedy we 
know for woman's ills. If you need such 
• medicine why don't you try it? 


"If you hare the slightest doubt 
that Lydia E. Pinkham's Vegeta- 
ble Compound will lielp you,ivrlte 
to Lydia B.Pinkham Medicine C o. 
(confidential) Ijynn,Mass., for ad- 
vice. Your letter will be opened, 
read and answered by a woman, 
and neld In strict confidence. ' 


of 'yards from the boat, and the roar 
of the wind and water cut us off from 
all-remoter sounds. The black shining 
waters swirled by, coming Into the 
light of our lamps out of <in ebony 
blackness and vanishing again Into im. 
penetrable black. And on the waters 
came shapes, came things that flashed 
apon us for a moment, now a half sub- 
merged'boat, now a cow, now a huge 
fragment of a house's timberings, now 
a muddle ot packing cases and scaf- 
folding. The things clapped into sight 
like something shown by the opening 
of-a shutter and then bumped shatter- 
Ingly against us or rushed by ns. Once 
I saw very clearly a man's white face. 
All the while a group of laboring, half 
submerged trees remained abend of ns, 
drawing very slowly nearer. 1 steered 
a course to avoid them. They seemed 
to gesticulate a frantic despair against! 
the black steam .clouds behind. Once a j 
great branch detached Itself and tore i 
shuddering by me. 
We did on the • 


wholo make headway. The last I savr 
of Vreugde blj vrede before the night: 
swallowed It was almost dead astern S 
of us. 
. 
• 
j 


Morning found Barnet still afloat j 


The bows of his hnrge had been Had- j 
)y strained, and his men were pumping i 
or hnlins tn relays. He got about a 
dozen nnir arownea people noonra 
whose boat hnd capsized near him, and 
be had three other boats in tow. Ha 
wns afloat nnd somewhere between 
Amsterdam and Alkmaar, but be could 
not tell where.. It was a dtiy tbat was 
still half night. Gray waters stretch- 
ed in every direction under-a dark gray 
sky, 
nnrt out of the waves rose the up- 


per part of houses, in many cases 
ruined, the tops of trees, windmills—in 
fact, the upper third of all the familiar 
Dutch scenery—and on it there drifted 
a. dimly seen flotilla of barges, small , 
boats, 
many., overturned, 
• furniture, I 


rafts, timbering ;iud miscellaneous ob-, 
jects. 
i 


(TO BE CONTINUED.) 
! 


Read Gazette Want Ads. 
i 


Flower* Uetd •• Food. 


It Is not a'matter of common knowl- 


edge that in a great many countries 
nearly all the flowers are used a» arti- 
cles of food. We sometimes use nas- 
turtiums in salads, but we would hard- 
ly think of growing lilies for the mere 
purpose of boiling them down to mik* 
a dish res»mblin£ 


A JANESVTLUE MAN'S EX- 


PERIENCE. 


Results Tell the Tale. 


Can you doubt the evidence of 


this Janesville citizen? 


You can verify Janesville en- 


dorsement. 


ReacUtliis : 
C. W. Allen, retired farmer, 468 N. 


Chatham St., Janesville, says: I suf- 
fered Irom rheumatic pains 
in my 


back when I bent over and my mus- 
cles and joints w«re twisted out of 
shape. 
My feet were swollen 
and 


the flesh under my eyes was all puffed 
up. 
I couldn't sleep well, my kid- 
neys acted too freely an'd the secre- 
tions were scanty. The passages wers 
accompanied by a burning pain. 
I 


had to be awful careful, or I would 
catch cold on my kidneys. I spent 
hundreds of dollars for doctors' treat- 
ments, but I kept growing worse. 
One day the doctor told me I would 
be dead in three months. I got Doan'» 
Kidney Pills from the People's Drug 
Co. and they completely and perma- 
nently cured me. 
My kidneys have 
been in good shape since. The swell- 
ings have all left me and the rheu- 
matic pain is all gone. 
1 am 
hale 


and hearty, even if I am over seventy- 
seven years old. Doan's Kidney Pills 
cured me after three doctors gave me 
up." 


Price 50c at all dealers. Don't 


simply ask for n kidnpy remedy— 
get 
Doan's Kidney 
Pills—the 


same that Mr. Allen had. Foster- 
Milburn Co., Props., Buffalo, N. Y. 


Tires Guaranteed 
3560 Miles 


Buy your tires now. Now is the titne, and 103 N. Main St., Janesville, 


Wis., is the place. Following arc the prices; don't pay more. 


Size 
Plain 
Non skill 


30x3 
$15.75 
512.65 


30x31/2 
11.70 
17.00 


32x3% 
10.75 
18.10 


Plain 


.......... 
$17.75 


Size 


34x3% 
"3x4 . . . ......... r3.55 
34x4 
............ 
2t.35 


30x4 
............. 
25.95 


Non skid 


. 


26.05 
27.75 


If we have not what you want we can got it. 
We have inner tubes, Gai- 


oline, Oil, Greases and other accessories. 
Other sizes than above 
in proportion. 


Janesville Vulcanizing Co. 


103 N. Main St. 
Rock Co 630 White 
G, F. LU DDEN, Prop. 
Janesville. Wis. 


Bell, 16 


SHOW! 


THE 
ISCONSIN 


AT MILWAUKEE, SEPTEMBER 14-18 


GREATEST IN THE 64 YEARS OF THE EXPOSITION 


EVERY DEPARTMENT A RECORD BREAKER ' 
EACHEY 


THE OIRD MAIS! 


Thw. Omm »et> «*r,To«.d.3-, VOdnwdw, Thur,a»y «d Frl<lw. h. will M> 
**t* In marvelous Mroplaae 
flicbt*. 
^™ 


BEA6HEY (to Ampiane) Races OldfleU (la Auto) Sept. 18 


^ o«lj-, SEPT. 14, TetilafT, 1 


its. 
Entire alUraota at n 


HORSE RACING 


TUESDAY. WEtHTCSOAY, THURSDAY AND FRIDAY 


*>*,«*• IB «Mk« and pure* for wor)«'» trmtest <polUr», paeera uid r i.mn 


CDC rill I -WILLIAM, 1914 PACIN6 MARVEL, 
drCUEHL 
JJM.T ^thL^rd ..W.. WtaS^. «,».«. 


First Showing Anywhere of 1915 AUTOMOBILE MODELS! 
MUSIC— "••k* Ml* band. enBtraetwl fur. 
Ottuint <M>minc. Mthraukrc I, rolni 
IHW9II* 
,„ omtert^ia r^r vi.llon. At nieht MUwaukcoVlll l» « Fair In ttMl/i 


J. C. MacKENZIE, Secretary, West Allis 
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Side Lights On 


The Circus 
Business 


By 


D. W. WATT 


t: 
t 


;h" ••vei.ing of the 
Ringling 


,.:'t-r iiiddiui; some friends good 
1 
> T a r E ' ' i l down town aud 
had 


.111,1- ;s ^liort distance when 1 
';r>k i.:\ old ufcriileman, and was 
::: ; oi:ver^atiu:i with hlni. 
I 


l.:m if he v.-jib connected with 


riov.. 
iiini hf 
suid: "Yes, Mr. 


i •.:•,:•;<• bci-ii with the Rinylings 
>ra:>. a:;d have known you by 
a'li 
ti;;..-«.> years." 
And when I 


at 1 tiid not recollect him, 


• .-.aid "1 was a driver with 


fur 
14 years, and 
last 


• i. ;!H. iioys wore arranging 
:i.tr thf summer, they called 
::.• oilicf and said, 'Daddy, 
ias to give you a new job.' 


soe , s-aid the old man, "I will be 


'••.•i-.ff 
o'.A r.nxt birthday, s.nd 
the 


^ -hoiipht that I was too 
old 
a 


. •<> climb up on 
top of the high 


:T.~ ana ririvf over tnp road from 
!o:< iatc at niglit, so they gave mo 
•isition taking tickets at the main 
•ai;ce to 
tlu> reserved seats 
and 


tvsnlng when there is a light 


^e. I can go to the cars and go to 


! !o!d ir^m it was certainly nice of 


::f-:n to make this change for him. for 
.-• ::an b.-f-n in the business so long, 
i:.v it in,-am mere to him than any 
:.i'-r i;irid iii' work. 
T!;?' o.il 
gentleman said, "Yes, I 


t'.u* f> sta\- tiH^re as long as I am 


inmost successful attempt made re- 
oently to kill his kee]>er. For some 
time the elephant liad been manifest- 
ing individual antiphathies—showing 
fury when certain persons approach- 
ed 'him. These persons kept out of 
his way, and it was on hln favorite 
keeper, Bill Thumati, that he finally 
vented his rage, going for him with 
tusks aud -struck him down in a 
moment 
when 
Tliuman 
was 
un- 
prepared 
and almost crushing the 


life out. ot him before help came. 
After this exhibition of criminal in- 
tent. Dr. Ilornaday. director of the 
park, ordered 
him put 
in 
chains. 


Chained he 
will remain, 
therefore, 


for the rest of his life, despite the 
please of sentimentalists 
who 
are 


continually 
writing the authorities, 


asking them that he be given his free- 
dom. 


On September 2nd, three sections of 
Sells-Floto and Buffalo Bill Caravan 
were 
hemmed 
in 
by waters 
and 
storm-torn tracks on Lake S'hore. 


Hundreds of people who thronged ' 


to Kalamazoo yesterday to attend! 
the combined attractions of the Sells-' 
Floto and 
Buffalo 
Bill circus were; 


doomed to disappointment, 
for 
the i 
weather man pasted a black eye on 
the "rain or shine" statements so tla-i 
grantly displayed from the multicolor-1 
ed lithographs and stalled the trains 
ot the big 


of 
~ 


PORTER 


Porter, 
Sept.. 11.—Mrs. 
Charle 
Monthy was taken suddenly ill with 
apperidicitus 
on Tuesday 
and 
was 
taken by auto to Dr. Smith's hospita. 
at Kvansville. 
Mrs. Margaret Earle and son, Will 


of Edgerton, called 
at the 
home ol 


Mr. Boden during the 
early part of 
the week. 


Miss Nettie Armit began her school 


duties at the Lienan district on Mnn 
day. 


Master Robert Earle returned 
to 
Janesville on Tuesday to resume his 
school work. 


Messrs. Scott and Schrode ot Janes- 


ville, were callers at the home of R. 
L.L Earle on Wednesday. 


Nate Kelly of Evansville called at 
the homes of C. W. 
McCarthy 
and 


Mrs. 
Mary McCarthy on Tuesday. 
Edward 
Casey 
is 
assisting Mr. 


Amunson with tobacco harvest. 
Friends in this vicinity are sorry 


l.o learn of the serious illness of Mrs. 
Olson of Dunkirk. She is a daughter 
of Mr. and Mrs. Botlen. 
Earl Young enrolled 
as a student 
at the Lienan school on Tuesday. 


Misses Marion and Margaret Earle 
and Clarence McCarthy began their 
high seho.ol work at Edgerton on Mon- 
day. 
This is Miss 
Margaret's 
first 
year. 


Miss Henrietta Boden of Madison 
is visiting-at the parental home. 


pre- 
•\Iiss Lncile Earle 
is making 


parations to take the training' at 
Mercy hospital at. Janesville 


Mrs. 
Mary Watson 
spent Wednes- 
day with Mrs. Mary McCarthy. 


Misses Nora and Margaret McCar- 
thy were 
Friday. 
Stonghton 
shoppers on 


ORFORDVILLE 


!•-.'• 1:1 •!.<• *how was tlie old elephant 
'!::;t played the basp drum with his 
With more than two thousand fee 


-imams 
and 
nut 
thpir °"ure K ivncnigan Southern railroad 


I... Position, the old fellow : ^™Jlou^S°JS? A^66", °?.e«*i «* 
r-,r,1n1«..n« , p s t o n . t e o 
f e o w . 
, 


hat was to play the base drum just; p"9per; an(^ thf l'lree J?r?e clrc 
. tor,- thev started, turned around fram,s hopelessly trapped between tl 
:,i took a look at the drum to see S"^. }Lerl_^aLno aite™atiye. Th 


he 


_ 
The 


i! :t -.s,!s ioratril within easy reach, so i Kalamazoo date was cancelled "and at 
r-:at lie miclu not miss it. Yet many fn, -early1hr°"r .l.hl? morning 
it 
xyas 
• • - • - • 
• 
- 
- 
- 
held doubtful if the 
tracks could be 


cleared in time to land the aggrega- 
tion in Battle Creek for the two en- 


"pie think that these animals do 


ot know. 
La;-t month when the 
Sells-Floto 


Huffalo Bill Show showed in Des- 


• lolui-s. Iowa. Colonel Cody, Buffalo 
',i.l 
' 
- ' 


gagements today. 
^,,c, ^.,, ou.iulu 
The circus trains left Grand Rapids 


v.-ns -he iniest of honor at a sho^ly after midnight and about four i 


;:!!'.:eon siven "by the Chamber of o clock the flooded portion 
of 
the 1 


•i.!:i:n<TC-e" 
After 
the 
luncheon, tracks were reached near Otsego. 
Un-; 


•c.1'.->ne; 
Cody gave them 
a thirty W1lling to turn back the heavy 
cara-1 


:iinuu- talk or, his frontier life in the vans proceeded cautiously over 
the 
vhile -he was with the | '"undated rails m the belief that they 


Orfordville, 
Sept. 11.—A 
train, 
consisting 
of 
nine 


coaches; passed through the 
village 


on Thursday evening, enroute for the 
west to brinj; traffic 
to the 
Monroe 


fair. 
A special also 
ran 
on Friday 
morning, carrying from this side of 
the Green county city. 


Dr. Forbnsh left on Thursday after- 


nqoon 
for a 
few days' visit 
with 


friends at. Fond du Lac and Appleton. 
He also expects to spend some time 
at the M. E. conference at the for- 
mer city. 


A good sized 
delegation 
attended 
the Green county fair on Friday, in 
spite 
of the 
unfavorable wea'ther. 
They report an excellent exhibit. 
Charles 
Taylor 
left 
on 
Friday 
morning to attend the 
layman's con- 
ference in connection with the annual 
conference that is in session at Fond 
du Lac. 


The Ladies' Aid Society who 
had 


advertised to serve lunch on the lawn 
at the home of Mrs. Warren, changed 
their plans, on account of the unfav- 
orable weather and 
served 
it at tliR 
church parlors, where there was a 
good attendance. 


H. F. Silverthorn left, on Thursday 


for a business trip through Iowa and 
Minnesota. 
He will be gone about a 
week. 


MILTON JUNCTION 
| CONFERENCE MERGER 


LAID OVER FOR YEAR 


• Milton Junction, 
Sept. 11.—Israel 
Kelly of Brodhead is spending a few 
days here. 
Mesdamea R. Trevorrah and 0. Mil- 
bora of Edgerton. spent Wednesday 
at Thomas Driver's. 
The Ladles' Aid Society ot-the M. 
E. church met with Mra. H. H. Boott 
this afternoon. 
Miss Florence Fox has gone to Val- 
paraiso, Ind., where she 
will 
attend 
school this year. 


Mrs. 
Julia A. 
Tuller of 
Danburg, 
la., came Tuesday . for a few 
days 
visit with relatives and Iriends. 
da^tn^^^eSl^n^ TU6B- Z&^SK ^icTof 


Mrs. R. W. Kelly is entertaining ier 
mother, Mrs. Martin, of Stougnton. 


Miss Chloe Clarke of Alfred, N. Y., 
spent the week end with her aunt, 
Mrs. G. W. 
Coon, leaving 
Sunday 
evening for bewiston, Idaho, where 
she will teach the coming year 
Miss Dorothy Volmer has returned 
to Battle Creek, Mich., after spend- 
ing the summer with her 
grandpar- 
ents, Mr. and Mrs. J. H.. Vollmer. 


Miss Sarah Catlin has returned to 
her home in Chicago. 


MILTON 


Milton, Sept. 12.—Hon. P. M. Green 


.nd J. H. Coon attended the bankers' 
convention at Lake.Geneva Thursday. 


Mrs. Webster of Oregon visited Mil- 
on relatives this .week. 


E. C. Gary went as-lay delegate to 


he M. E. conference at Fond du Lac 
yesterday. 


Dr. G. E. Crosley and wife returned 


rom their New York trip Thursday. 
Frank Hurley of Garwin, Iowa, has 
jeen visiting Milton relatives. 
' Miss 
Cecil 
Crandall 
teaches 
at 
'almyra, not Platteyille. 
Nels Sorenson begins clerking at 


special W- p- Clarke's pharmacy next Mon 
empty ' day and will remain during the col 
lege year. 


C. B. Hull of Chicago is in town. 


Wisconsin Methoditt* Delay-Definite 


Action—Quayle Scores "Tuber- 


culosis Sunday. 


[SPECIAL TO THE) GAZETTE] 


"Fond du Lac, Wis., Sepi 12.—By a 
vote of 71 to 46 the Wisconsin Meth- 
odist conference on Friday voted to 
defer action on the proposed merger 
'"* "" """ 
"~ and west Wisconsin 


— - _ period of one year. 
At the morning session Bishop Quayle 
in addressing the conference, declared 
that Tuberculosis Sunday was an 
•atrocity." 
He said a minister was 


supposed to preach on what Is the 
matter with the heart and not 
the 
lungs. "People who come to hear us 
preach on tuberculosis have hearts 
that need repair," he said. "They go 
away with their lungs no better and 
their hearts worse." 


Ministers admitted to tlie confer- 
ence were Allen Adams, Seymour- Al- 
fred Hoad. West Bend; Henry John- 
son, Winneconne; H. J. Earae lola- 
Joseph Rosemurgy, Pewaukee; W C 
Sainsbury, 
Orfordville; 
Ernest 
J 


Matthews, Watertown; Daniel'Hogan, 
Welcome; Fred Rosenski, Milwaukee. 
Ministers admitted on trial were1 


B. T. Soper. Mattoon; John Collier, 
Crandon; Ivan M. Beau, Aliens Grove- 
W. S. Carr, Dousman; 
Thomas 
B 
Brinton. Waukau; John T. Boaden, 
Jefferson; G. R. Lawrence, Seiners; I. 
E 
Schlagenhauf, Sussex; 
Wilfred 
Hamilton, Wilmot. 


The Rev. William Rollins, retiring 
superintendent of the Milwaukee di£ 
trict, was presented with a purse of 
gold by the men of his district. 
The 


presentation, speech was made by the 
Rev. Henry Colman of Milwaukee. 


If you are looking lor help of any 
kind, read the Want. Ads. 


STATE BOARD OF CONTROL 
TO MEET NEXT TUESDAY; 


CIVIL SERVICE MEN MEET 


, [SPECIAL TO THE GAX.Ell'B] 


Madison, Wla., Sept. 12.—The state 


board of control will hold Its- regular 
monthly meeting here next Tuesday. 
Minor contracts are to be entered. The 
ctvil service commission will meet at 
Milwaukee 
next 
Thursday, 
at the 


Plankinton house, to consider the pro- 
posed exemption .of special agents of 
the insurance department 
from the 


provisions of the 
civil service law. 


Heretofore these agents have been ex- 
empt, but 
this 
rule 
expires 
next 


month. 
Whether the rule shall be ex- 


tended is to be considered. 


SALT 


ITCHED 


STOP THAT FIRST. FALL COUGH 
Check your fall cough or cold 


tifies the 
system against cold? y 


once—don't wait—it may lead tn „ 
ous lung trouble, weaken your vlt i 
and develop a chronic lung o,-il 
Get a bottle of Dr. Bell's 
Honey today; it is pure and 
—use it freely for that fall yullEI 
cold. 
If Baby or Children are • 


i give it to them, it will relieve auir;? 
and permanently. 
It soothe* thl ,y 


'ritated throat, lungs and air pas., 'r' 
Loosens Phlegm, is antiseptic ana f 
surely prevents cold germs from . 
ting a hold. 
Guaranteed. 
Onlv <•- 
at your Druggist. 
" -^ 


NOTICE OF GENERAL 
STATE OF WISCOXSIN 
Department of State—SB 
^NOTICE IS HEREBY GIVEV ti , 
at a general election to be rielilI ' 
tlie several 
towns, 
wards, 
villa :a 


and election districts of the =ta{ 
Wisconsin, on the first Tuesdav 
ceeding the first Monday of N0vo 
fj.'A 191*> .bemg.the. third a. 


•id iaii* under the direction of General 
hii. Sheridan. 
(\,ionel Cody always gets a warm 
••iri,:i:e in Iowa, for lie was born 
•.••:•". and it was there that he spent 
;.; boyhood days. 
Arraiif-'t'im-nts 
were made 
for 
a 


i.".f.-r<-!!<-!; '-arly this week between 


: :-'--i!tii:iv«. o;' the owners of tlie 


.':!.:;>.' e-ilasgcnbeck 
Shows 
and 


i • •'..'. co::in:itier of 
the 


could pass the dangerous spots before 
the danger became grave. 


The heavy strain proved too much 


for the weakened roadbed, 
however, 


and one by one, the engineers found 
themselves stalled above spread rails, 
unable to continue forward or to re- 
treat. 
The leading train reached 
a 


point midway between Plainwell and 
Cooper, while the second was stalled 


.. 
_ - .... Chamber of Must outside of Plainwell. 
The third 


'•.•-. at which the proposal that train reached its limit at .Otsego, and 
vi!.- 
make 
its 
winter head-jnere the outfit remained 
throughout 


.- in india'iapolis. Indiana, will I the day and night, hemmed in on all 
i-ussed. 
Tlio 
chamber com- sides by water and unable for many 


" " " " 
" 
hours to communicate with agents in 
Kalamazoo. 


A report reached Kalamazoo early 
yesterday morning to the effect that 
the circus train had 
been 
ditched, i 


is its headquarters Later came a report that two men | 


'and twenty horses had been killed in j 
the wreck. Not. until the circus man- 
agemet could communicate with local | 
representatives was the 
report dis- 


.:::•••• i: riimposed of Fred 1. Willis. 
'. :'. !ia.~ket, F. C. Jordan. James A. 
' • • " i L r s anil Otto I'. Deluse. 
'•":•• liiu'stion of operating a winter 
::•••:.- ;•: ti-.c ovvp.t the show decides 


r.'i-.-ivo 
intention. 
The 
State 


.-nii:i!l has boi'ii suggested as the 
:•:• 
\\"i:iit'r fiuarters and 
it. has 


out that 
the coliseum 


.What Nationality? 


DRINK 


DESERVED IT. 


Mr. Pipkin—According to this paper 
a man has lived a year on beer alone 


Mrs. Pipkin—Well any man who 
ives on beer shduld be compelled to 
live alone. 


On Face,Neckand Hands, Scratching 


Irritated, Face Disfigured, Could 
Not] Put Hands in Water,, Cuti- 
cura Soap and Ointment Healed, 


Boyno City, Mich.—"I had Alt rheum 


en my face, neck and bands and It got BO 
bad that the least itching on my hands 


would start them to bleed- 
ing. It broke out in pimples 
which had the appearance 
'of small blisters and Itched 
and burned so I would 
•cratch and Irritate them. 
At the time my face was 
disfigured. My face, hands 
and neck were one burning. 
Itching sore and I was 


troubled that way for several years. 
It 


would go away for a while then coma back 
again. I could not put my hands In water 
and could not rost at night. 


"I used remedies but none of them did 


any good until. I tried Cuticura Soap and 
Ointment 
First before retiring for the 


night I bathed my neck, faco and hands with 
Cuticura Soap and after drying well I then 
used the Cuticura Ointment. I kept this 
up every night for two weeks and then 
twice a.week, and I am curod." (Signed) 
Sirs.. Pearl Button, March 21,1014. 


Samples Free by Mail 
If you wish a skin clear of pimples and 


blackheads, hands soft and white, hair llvo 
and glossy, and scalp free from dandruff and 
itching, begin to-day the regular use of Cu- 
ticura Soap for the toilet, bath and. shampoo, 
assisted by an occasional light application 
of Cuticura Ointment. Although Cuticura 
Soap and Ointment are sold overyrrhcre, a 
sample of each with 32-p. Skin Book will 
be sent free upon request. Address post- 
card: "Cuticura, Dept. T. Boston.'! 


McBovorn, whose term of office w l 
on Hie first Monday of January i'ir p: n 
\ 
A LIEUTENANT GOVERNOR 
I,,"'.,, ' 


of Thomas Morris, whoso tor in of office ,X 
exph-o on tlie first Monday of .Tanuim- i!n 


A SECRETARY OP STATE. In ,',|B° , 
John S. Donald, whosn terra of oflw ? 
expire on the first Monday of Juriuim iff1 


A STATE TREASURER, in pia'c. * 
Henry Johuson. whose term of oC °! 


: expire on the first Monday of .lamiarr r 


AN ATTORNEY GENERAL, in plan 
waiter C. Oweii, whoso term of ml™ 
eipirc on the flrst Monday of January ]' 


• 
A UNITED. STATES SENATOR, in .,' 
of Isanc Stephenson. wh«sc term of '<! 


A KEPRESENTA'WVB 
IN 
COVGRrs. 
for the First Congressional Dlstrlo: <S? 
prised ot the counties of Racine " ' 
\\alworth. Rock ami Wnukesba. ' 


i 
A MEMBER, OF ASSEMBLY for tlie Pin- 


:nrB|«OI?blrf ,PiStrlct °£ Koch Coilntvfo 
prised of tbe towns . of 
Ceo;or 'Fill 
Janesville, Lima, Milton, Magnolia Pol L 
bnlon. the cities 
oC Edgert™. Evnns°"'' 
Janesville. nnd (.lie vlllaee of Milton 


A MEMBER OF ASSEMBLY fo?V <! 
onrt Assembly 
District 
of Rock Co,i 
•comprised ot tlie 
towns 
of Avon Bo 


Bradford, Clinton. 
Harmonv, 
Johnsio 
J-a Prairie, Newark, Plymouth, Rock K» 
Valcy, Turtle, the village of Clinton tbi 
vlUage of Orfordvillo, and the city of Be" 


A SHERIFF, in place, of Cassius S 
pic. whose term of office will expire' 
tirst Monduy of .Tnuuarv 1035 


A COUNTY CLERK,'in place of Hovv.^ 
n. I-ee, whose term of office will expire or 
the nrst Monday of January, 1015. 


A COUNTY TREASURER, InT place ol 
Frank V. Uvermorc,.whose term of oflta 


A 'REGISTER OF DEEDS, in nine? H 
F. P. Smiley, whose term of office w I £ 
""'? °orlbc' 
fim 
Mon<">y of Jinuarv jofs' 
- A CLERK 
OF 
CIRCUIT COURT h 
place, of Jesse Earle, whose term of oSr? 
will expire on tlie first Monday of JunuBry; 


-A*'DISTRICT ATTORNEY, In place ol 
Stanley G. Dunwiddle. whose terra of oCto 
w}1,1..expire on the first Monday of Januiry, 


HOWARD W. LEE 
County Clerk, ttock Counti! 


iPCJ 


<-xr(-|i'.ioTi:i! 
advantages 
for!claimed and the 
real 
circumstances 


'• j.rrsemution of a circus in winter.!made knomn. 
:..-i:-iiti 
Dov.-aiiii; 
?iT-rrt«ry of 
fho 
A portion of the circus regalia and 


•:::•• 
noi'.rd 
of 
AKnctilture, 
says | a part of the menagerie was unloaded 


.•-.-•• -.vov.id be little dimculty in ar-!a( Plainwell during the dy, but 
the 


:vj -s lor tbf> same. 
iwliole was replaced in the cars late 


i.n:;i:a. ;ii<-- -:if:ant:c Indian elephant]that night in anticipation of the on- 
' \::::.;uo:i at the New York 7.00- ward move. 


park, nine t'eot high and weigh- 


thousand pounds, will spe'ntl 
of bis life in c-hains. instead 
pi: tliroueii the shady walks 


Crowds Ihronged the streets await- 


ing the advent of the parade -and not 
until late in the afternoon 
did 
the 


visitors resign themselves to the truth 


• • ; • • :.;:rk v.-jth children on his back i of the statement that t.he Kalamazoo 
. . - • -.vas wont to do. because of anldate liad been cancelled. 


Snap Shots 


joke." 


A tennis tourney for women, sirni- 


lar to the Davis cup event, may be 
Boston 
Aational the outcome of America's defeat in 


Seattle 
in'the Davis cup finals this year. Amer- 


RAY'S 


Famous Ginger Ale 


Six-40—<fcl C-C-O This Year 
kJlJV **U: 
tpIOOAJ 
f. o.h. Detr,-it 


and 


UK .lame*, 
the 


.-.' i^r. H.io 
wns 
avs cup nas t i s vear 
Vmer 
'!-. . woula have been released from 'lean tennis fans feel sure this coun- 
., settle club by Jack Harry had it! try would have no trouble producing 
~ 
,-,-fH tur leaiey ilaymond. 
The; 
a ladies' team that could defeat the 
,:.-.-,,.-- h,gh 
strung, 
nervous and world. 
.Miss .Marie Wagnlr? MisI 


-. lU be -A ill, and Jack kept jerking -Mary Brown and Miss Dorothy Greene 
::: i.iu -.-very time he walked a man ! are a trio of Yankee net wi/aWI-nBai. 
^'i'n hilled T^Je'y' Sf 
*'1 


Carbonated Beverages 


~.u*.iu 
ilu 
wwuu(, 
uctCriL 
Llltt 


best any other country could produce. 


PATENTS TO INVENTORS. 


. „,. 
Morsell, Keeney & French, solicitors 
.-..,. 
i..w 
boy of patents. Majestic building, Milwau- 
But it was not kee, and Robinson building 
Racine 


>tay;m>iid .succeeded Barry as report patents issued to Wisconsin i£ 


lt-d lo Jack, aud said: "Let him 
:n tlic-rt- one game, even if they 
.. hundred runs oil him. just to 
;;!.:;1 , -v°1' , llave 
confidence In 
J:n-s 
did 
so, and 
the 
in:: a. victory. 


l 
.•;;• for him. "By the way,I 
Bartlett, Reed 
C. Waupaca 
Wis 


:!.;.:-; 
iiave had quite a ball bug 
and 
worm 
collector- 
Clinton" 
1^. ior three members of Sarah 
E., Grand 
Rapids 
freBh-afr 


.-,•.. 
.lames. 
Whaling and hood: 
Flagge, 
George 
Milwai <-PP 


r<- 
now 
with 
the Boston conductor-hook; Harlev ' Williani 
~' 


Pe-tc 
Sciineider. 
who could MUwaukee. 
oil-distributing 
me 
......vf t:-.f :ean-.. 1= now pitching ism; Henderson, Clark T Milwa 
(.incinnai:: reel! Thompson is iu motor-controller; 
Kress ' Henrv 


Imernationa! 
league and Bill Manitowoc. 
rotary 
combustion 


5 Chir.ac-n Vniaripr. P-ITK^- 
ATolK^*.o- 
TUTSII 
T 
™ 


• t»i.tiii.n.ii.'j.iei; 
i jcrtf; ut 
UiiU 
J^liJ 


i:.«o[i is with the Chicago Feder- 


• ati-iier McCarty 
of Brooklyn en- 


"" 
''•'" -real; play in the an- 
other day. H 


another 


-_—v*...^ 
iui.ci<.y 
cumousiion 
en- 
gine; 
Melberg, Miller 
L., 
Bloomer 
soil-tester: Morgan, David, Ashland 
pencil-bok; 
Pelton, George M 
Mil 


waukee 
resawing-malhiue; 
"Rutz 
Juius P., J. K, Luethe, and A. C. Rutz 
Ml 1 wnll Iroci 
j>l*»\ll •»«.-.« ~ . 
r-i _i 
. 
_ _ * 
;.pp-.-::«-i! :n tilt ('ub-Hrooklyn s'e'ries, 
...-i-.i- wa- on tr.ird and Zimmerman ..»^.,»,,, 
jmua, 
sawine-macn 


.: ..r.-.t v.-:tu one aown when Schulte i Sengbusli. Gustav J 
Milwluk?? 


:roti:.a.-;i to futsliaw. 
Cutshaw's re- wellT.WernorT William, ""-' 
too late to get 


i l f i u i f in t h < - meantime, had 
to <i-i-ond. rouncied it. and start- 
r tr.i-d. 
McCarty noticed him 


an inn. the infield making bluK 
s. 
Hy-.nie wavered and " beyan 


r:c 
ijjifk 
and 
forth, undecided 


;•.• 
<lo. 
Finally he saw he was 
' 
an> way. 
=o 
stalled 
until 


.;• rt-aciitd second and then al- 


to tag him for the 


gripping device. 


L>:I 


pi: 


- 
: Kiirr. the young pitcher 


ii med oy Ijetruu through its option 
j:.e .Memphis club, has been a verv 
pul 
V>DS. 
A month 
ago 
he 
, . 
" 
«-m^ii til 
llgW 
Htf 
\VitS 


^img :or an independent nine at 


. kson. Tenii. 
Mike Finn heard of 


< 
work, 
pave him a chance and 
-.it-(! nun an soon as he had pitch- 
i (.n« game. 
He made good from 


f; >t.",rt and lias been worked re-u- 


Brpsnahan 
and 
Christv 


=ou 
batter}' 
mates 
for the 


in the aays when talking to -i 
iyer was considered a sacri- 
ot during tlie recent Giants- 
"ts .in Chicago. 
"You're get- 


•inger every day, Roger, 5ud 
.-c-r worked better. 
How do 
'..^'{'^ a Cl'b now?" asked 
J > e v e 
got 
the best ball 
. ^;e .league. .Matty." replied 
anu. ,t you were a member 


DRIVES TEAM OF OXEN 


THREE THOUSAND MILES 


ta.t.A3ZTD an.T. oo; avioaasl 


Rheumatism Pains Stopped. 


fort. 
day! 
,L Js n lami|y medicine for ail 
s£'-;rs=cj~ 
California, v Htes-!!"JtI 6i« entworth' 
^T-f^sh^1'-^ 
as the 


youj; druiKiEt. 
rfiall-oBa. 
250, 
aj 


Perpetuate 
That Memory 


Qualify In 


Monuments 


You, perhaps don't realke that there is a 


vast difference in monuments just a. there 
is in other lines. But, there is a difference and 
vast though it is it take, an expert to note 
that difference and point out the discrepancy 
m a poor monument, Which brings UB to the 
point of telling you that to feel perfectly se- 
cure in the selection of your monument it i. 
needful tmt you come here. 
It i. KWCely 


necessary to dwell here on the quality of our 
monuments and 


YOU KNOW THE QUALITY OF 


OUR WORK 


Geo. W. Ttr 


412 W. MILWAUKEE ST. 


The Lalter-Day Car 


The 1915 mcxiel of the HUDSON 


Bix-40 is the finest example of a latter- 
day car you can find on the market 
today. 


It's a finished product. Four years 


have been spent on it by Howard E. 
Coffin and his 47 engineers. The last 
year has added 31 improvements. 


Now here is their conception—the. 


HUDSON conception—of the ideal car 
of tomorrow. 
' 


Us Advanees 


One aim has been to end the old- 


time over-taxes. Here is ample room 
but modest size. The car has seats for 
seven, Here is moderate but sufficient 
power. The engine develops 47 horse, 
power. 


Here is lightness combined with 


strength—due to better materials, and 
better designing. The car weighs 28BO 
pounds—or 1000 Ibs. less than former 
averages for 
cars of this 
capacity. 


Authorities say that-25. per cent weight- 


saving cuts tire-expense in two. 


Here is a new-type motor which im- 


mensely reduces operative cost. 


Here are new lines, new beauty, 


new comforts and conveniences—many 
new ideas in equipment. No other car 
of today shows so many new attrac- 
tions. 


And here, above all, is a new-day 


price, applied to a quality car. Here 
is a high-grade 
Six—the finest oar 


Howard E. Coffin has built—for $1550; 
f. o. b. Detroit. 


The Show Car 


This is the show car of today. The 


new conceptions will interest you. 
Come, see them while the car is new. 


There were 3000 orders waiting for 


this model when the first car came 
from the shops. The HUDSON output 
has been trebled to meet the demand 
for it. You will know why this is when 
you see the car. 


"THE BIQ OARAGEi" 


•Sfctt Dow* Towa-17.19 S. Main Streel^Across from Bostwicks', 


• 
' '• ' 
. 
' 
. . . - ' . ; • • . . • . . . Phones. • ". 
. . . ' . - • 
. 


Ca., 


Open all Night—Both 


A Novelized Version of the 


-"—""*"•"•I»ll"»"«B«aMaa«.M--—M 
Trey O' Hearts 


fee? 
"" *»* 


By LOUIS JOSEPH VANCE 


TI* Fortunt ftmto," "7VW B 


Illustrate,! with Pholomq.hi from tie Pictnr. fr.J«ti.. 


"TTiat goes double here," his com- 


panion rejoined. 
"And the way I 


jee it. J've got a right to do all the 
cussing ut this Juncture of our hero's 
fetish, but fascinating adventures 
klJT^he injured party—it was my boati 


pTnow it's gone. 
I'm broke for fair. 


• !" he pursued vindictively. 
f'Oh, let up, can't you!" Mr. Law 
Claimed peevishly. "I'm sorrier than 


are—and after all, ife my loss; 


i-re sot to buy you another boat. All 
you'vo lost Is your temper." : 


"And my susceptibility to the charms 


j m tse well-Known 'sex,- -nir. • jsarcrra 


I icorrected. "Nothing can ever rnstore 


in)' lost folth in gentle woman's gentle- 


j nees. When you brought that young 
I -vornan 
aboard - I 
thought 
butter 


•wouldn't melt in her mout.*., and for a 
•wlule I actually^ contemplated doing 
hef the kindness of tippiug you over 
Into the drink, so's she could lavish 
ler tender affections on a regular guy, 
Eomeona able to appreciate her—mean- 
ing.me, oil course. Arid flrst thing I 
knuiv. she upa and points a gun at my 
head and tips me overboard, and th-en 
makes a pretty bonfire out of my 
sailboat. And all the excuse you can 
jbroducs is that she's crazy in the 
' lad! Well, who said she wasn't?! 
| jay woman r^ho would consent to '• 
"«!ope with you is a fit subject for a! 
commission de lunatico inqulrendo all i 
right." 
I 


"If you Inflicted any such monologue 


66 that on Judith," retorted Mr. Law, 
"I don't blame her for trying to slay 
you, and I'm sorry I interfered." 


"There's gratitude for you!" Mr. 


Barcus remarked bitterly. "I risk my 
life for you, and you won't oven let 
ne talk about it!" 


"It isn't your talking I mind—it's 


tie everlasting noise you make," Mr. 
law explained. "Besides—listen!" 


For a moment the two maintained 


»ttantive silence. 


A ellken whisper troubled the si- 


Isnce, a little flutter of sound from far 
across the waters. Gradually it gath- 
ered volume, became recognizable as 
the lisp of. cautious oars,. 


"I'm 
going away from here," Mr. • 


B«rous announced guardedly, and gath-j 
tired tats legs under him preparatory ] 
1 0 rising. 
• ' . . • • • 
j 


"Half a second," Alan Law insisted,: 


riling in turn and grasping the other! 
Vj the arm. ."They've got to, .land—' 
hren't they?-^and -leave- the boat 
tbile they look for us. Well, then, 
fiat's to prevent our hiding in the 


Copyright, 19H, by LouJ« Joseph Vane* 


the wisps upon the holy"r>eaaVor 


night—must have betrayed the fact 
that they had turned the tablas-long 
before the dory left the inshore shoals. 


The commonest precautions, how- 


ever, made them pause and rest upon- 
their oars while yet a little way from 
their goal. 
- 
• 


Onlj; an ominous silence rewarded 


the utmoet efforts of their straining 
•senses; no sound was audible other 
than the gentle whine of an ungreasect 
block; nothing was visible beyond the 
sinister glare of .that almost stationary 
green lantern. 


"What think?" Barcua inquired in 
'a dubious undertone. 


"No telling," Alan replied in. the 


same manner. "All a chance." 


."You've, got that gun handy?"—with 


Deference to the rifle of which they 
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H^GTOJIME 


IN ESCAPING PARIS 


persuade' 
would stick at breaking in and confls" 
eating one of the same. It's. a» likely 
as not—only more so. Our present 
business te to get the-h-1 out of here 
Take th Ot advertlBe our exlt' eitber. 


^puTouAh™' ^a™ TO"rB^i=°^ 
—it this blackness and our buluuck 
only holds-we may ^^ an 
™ 
slon! 


a u r t 
n exceeaingly busy 
quarter of an hour for two constrained 
in pitch darkness. to grope their way 
about the decks and familiarize 
- —»JMJ »uv* i-amuiarize tattxn- 


wive. with, the idiosyncrasies of a 
strange two-master. Nevertheless, tha 
end of that period found.the schoonw 


canvas full and sheets taut a 
easterly breeze abeam swiftly 


weaving a wake southwards-the light 
on Monomory point watching her «uri- 
°U"Hear°^i "^ "" atarboar<1 b«a™- 
ttTwheti*11 "&"K ft^TE 


"Nothing—wind too fresh. 
Make 


yourself easy on the »oft side of a 
Plank here. I'll land you a klck tn 
the slats when BO minded—or whea 
it's your trick at tb,e wheel." 


With a chuckle, Al«j obediently' 
, 
e e 
stretched himself cut on the deck. 
" 


to .tlio ~wli6el bob^"*li6~^eFltefl It 


oharply three times, and the automatic 
horn blared raucously a threefold re- 
sponse up forward. 


"three bla«t» to .a row and a minute 
•interval—and if the 'devll'takes cafe 
or his own we may possibly escape be- 
ing TUB down." - 


With a sigh, rellnquiihing tho wheel, 


• he collapsed upon the deck 'and was 
almost instantly Mleep. 


The wind had fallen until barely 


enough air stirred to keep way on the 
.jewel; she moved in silence, a spec- 
tral ship upon a spectral sea of long 
oily nwellB and the complexion of lead. 
Hither and yon in the obscurity, fo«- 
flgnals of other ihipplng tounded a 
concert 
of 
discordance—the 
man- 


power horn of a catbo*t crying thV 
•warning back to tbe daep-thnwtod 
whlitl* of a coastwise iteanuhip sad 
the impartineat dramming of a motor- 
boat'* exhau*t with th» muffler cut 
out. 


(TO BE CONTINUED.) 
' 


Evantville Newt 


[SPECIAL TO THE 0«KT'n] 


Evansville, 
Sept. 
12.—A rerm-d 
breaking crowd packed Wee'/lfnera 
toTtyny[£drrB ^re 8»t"SvSSfnT 
to attend the dramatic production of 
warola Bell Wright's famous novpl i 
"The Shepherd, of the Hills" The 
JJlay was a most excellent one •tech- 
nically faultless In every detail with 
complete scenery, and the work of the 
actors was^yery good. 
e 


Hank of Mad- 


jmlle long. 


"In London, 


TELLS 
OF 
MISS CLARE GRUBB 


REAL 
HARDSHIPS 
EXPERI- 


ENCED BY AMERICAN 


TOURISTS. 


order to avoid a run 


WAR STRIKES TERROR 


Mobs Swept Streets of P»rl« When 


Hostilities Began, Whll« tr*v«l- 


«r«.Ruthed to English 


Channel. 


Grubb 


Vu ~"-"vi», in uiuei- LU avuia a run 
on the Bank of England, a bank holi- 
day was extended over for four days 
wiVii * n.tw Currency could.be issued. 
While 
the banks 
were closed the 
American Express company opened 
its doors every day and honored their 
own checks whenever presented, even 
giving part of tiie amount in gold. 
Iney were always ready and willing 
to be of assistance to any American. 
All Americans in London, register- 
l_J at the Savoy Hotel, and many ob- 
tained financial help from the relief 
committee.. Finally the treasurer of 
the' American Bankers' Association 
made arrangements to cash an A. B 
A. check of a small denomination for 
each person. 


"Bvery day the regulars left for 
tbe front. 
At night the searchlights 
«™«r^ 
»i,« 
«,^4». 
for Genlma *gir. 
of Germans who 


rii 
v»ruuo 
anu 
daughter 
Llare Grubb, of this cityf who 
among the American tourists in 
,mhe °?*Lr!3k «* th? European 


and n 
few 


arTat JSfcnTO^ 
e 
,r^m where MiB. Grubb writes the 
Jowing graphic account of their fl 
auTth«frri^their arrlval ^Lon 
•?•«, 
Ir ar(iwous ocean voyage- 
e w,we*n Paris when the war 


for France, there 
tween Austria auu a\n 
'as declared 
between 
Franra 
war 


of ? 


/^r.™,. 
vt 
"cmceu trance and 
JhT2a*nhy> 
a 
0nB,< 
nl6ht while we were 
*fre the Soclallgt leader was asassm. 
ated Jn a Paris cafe, and all that night 
the troops were stationed 
in the 


wfth ^helr, bayonets in case'of 


—„« u.^j««,a^ J.TIUI my JJL danesviiip IR 


horn1* 6 tW° weelts Cation « he? 


Dr, antl Mrs, C, S. \Var€ Miss Cor 
stance _Ware, Elmore Bou'rbean and 


Mr. 
and 


til three o'clock 
they 1« 
papers ^ 
every day 


the 


swept 
ships. 


. 
the 
skies 
Thousands 
•*+f»wt 
* ttu-huouriiua 
\ji. 
vjtjrjxiaiJ.IS 
wnO 
were unable to obtain pass ports from 
the German consulate were taken as 
prisoners of war and sent to the terri- 
torial barracks. 


"Besides the excitements of war, 
England was having trouble with the 
suffragettes. The National Gallery was 
closed to the public, for. one of the 
suffragettes had taken a little hatchet 
and attempted to slash up the por- 
ralt of Thomas Carlisle. 
They inter- 
rupted 
services at St. Paul's and 
Westminster 
Abbey. One 
woman 
chained herself to the pew at the Ab- 
x~y so sh* couldn't be carried out. 
"There was great 
enthusiasm '- 
London every i 
gather 
around, 
and sing and ch^. „..,.„ „,,„ mHt, auu 
Queen 
and Princess Mary would 
come out on the balcony. 


PAGE NINE.. 


We've clamored at the buffet door 


and, 
empty gone away. 
Our friends have been snatched from 
us, our clothes have been torsi 
off; 


We're heard the Dago sneer, and we 
heard the German -scoff. 


We've sat or ridden all day Ions "i 
trains, without a bite. 


Been hustled oui. at-nome dark snot in 
the middle of the night. 
But now we smile at all these thincs 


for, on the good St. Paul, 
We're sailing to thai blessed land 
where peace awaits us all. 


Soon, friends, we will be landed, but 
we will not be alone. 
The highwaymen upon the dock, will 
ransack all we own. 
But tho' it makes us hot and mad, 
this let us not forget, 
America's the finest place, that's been 
discovered vet. 


Sincerely yours, 


CLAK15 GHUBI3. 
September 10, I!ll4. 


HELD INSTALLATION 


WEDNESDAY EVENING 


[SJ'KCJAI, TO THE OA7BTTK] 


Clinton, Sept. 11.—The installation 


ckinKham 
the 


Palapp 


daily - 
visiting the booking office 
for two weeks, 
we obtained 
utu».r 
twi 
L,*u 
rvccnu, 
\vts UDUlUiea 
steerage passage on the St. Paul for 
August 22, but in Liverpool the day 
tefore we were able to change it for 


—.. place on Wednesday even- 
—„, September 9tu, 1314, at-Drake's 


I * TJie installation was conducted by 
'A. G. Hoover, organizer, assisted by 
A. A. Cleveland 
furnished 


- 
,-iere. The 
—. -.„—»~« with 110 mem- 
~* ''t&^ss^s ^'^|epSHHH<yf""!r 


a four 
course 
supper 
during which music was 
•oom on the floor 


Mr. and Mrs. BYank Hyne are at- 
tending the fair at Monroe today 
Ingle Shue of Belolt was here Frl 
day evening with friends. 
Lyle O'Brien 
arid 
lady friend of 


frtond'^Tb?^118?;6 -Wy«£S&to 
x?i- 
bliep'nerd of the Hills" 
Plin. Root of Sandy Hook was a 
business Caller .in. town yes°reday 


Mr and Mrs. Ethan Allen Attended 
the Green coun,ty fair at Monroe to- 


iree o'clock in the morning when roon3 on the floor above the steerage, 
left in Secret for the front 
Thel<-)ur "teamer took the northern route 


PS edited eight 
or nlun 
«v«r<n« to gave time and we had a Btorm for 


every day. We 3ld vary JltOe siirhE *°ur <**7»- One big wave washed over WJ^l,i"?n™SCfUSlon a r'°,\e °,r lhanks 
8ee?sas the Btreets were filed with the upper promenade deck and broke laestste"±Lre dj°^2ae,,? M,'Le ^f,st 1)an, 
excited .mobs, and in tbe evenings -forty 
steamer chairs. 
We had the•£u£<rm 
H ^1 
I 
village ol 
there were such demonstrations that Pleasure of seeing a number of whales JS'°t«1 
({°- 
Um,was 
a 
t mostt, enjoyable 
it was not safe to be out, One gentle- near tl>e flWP an<l a big iceberg cover-: J^f?"™ -n/L16 n,ext meet'ne will 'OK 


countering a mob, was thret »«?? "ft0"1 three **?* 
lL'!ido?i?>, W?$n±s**Z.*™^i .SW 
blook» back to the-' 
Tn'sjB a copy of th« song 
on board the St. Paul cornlu 
hours. going 'two 
hotel. 


"We stayed in Paris hoping that we 


J?I?V _'2>.B-!n?e our tr'P> hut finally we 
•.,»«« „ _. j ^ leave at once. 
~ 


tells the experiences of us all. 


wesane|ber 23rd- A!1 members are requested 
« «""IK to be present at 8 o'clock Bharp for 


the transaction of special_busincss. 


would have thought that the aim. S£ K was Al'6ust 22nd as we sailed from 
Nord was a railway station 
in the A En|la"d's Bnore' 
United States, judging from the num- A crow/ °*'haP»y P«- 
ber of voices; we heard1 
We'stood ' * J.and s,tron?.°,r. mor*!r . 
before the gate from twelve-thirty to And as the 
lights .of Lirerpool all 
four w«us«o- #^« « +.»«» j_ _ 
_ir_ , 
zaued from our view, 


was p«r1 


thous 


four,' waitinF for"a train: in" a' Swd r 
*«>«««">« °Ur VieW, 
of excited 
Americans, English Tndln evfry hea5? a 8tmB of 


French fas rnnnv uvorvAv, TOSm«V, „_.; 
of our adieu. 
s 
n 
(as many French wSmen and 
children were on their way to Lon 


•Now and Again Ona Would Lift His Head, 


despoiled the victim-of tfc', sky's . afout" .mis -yoiirig woinan'-ociraW— 
t-t. 
* 
i '_ 
' _ . i . . . 
. . 
_. 
-~ . 
. .. 


In the next breath, "Look out!' 


shrieked. 


With 


within 


'ill-faith 


"Here." 
"Then—let's go to it! 
Give way!' 


, 
A dozen lusty strokes brought them 


{.alongside the schooner, and as the 


no warning, whatever, .and ; dor.v scraped the waist of the larger 
fifty feet of them, a. ghastly : ivessel the two young, men dropped 


Hare broke out in full blaze on the "i°BrB. rose/ and 'seizing the-low gun- 
surface of tha water, 'revealing thal!'waie^' lifted ; themselves\^o -tho. deck. 
shapa of a dory which had drawn in |. 
Nothing opposed.them; the deck was? 


unseen under cover of the profound Ignorant of other fobtstejw ttialn their 
<iarkue5B, aad at the same time dis- 'Owi, the schoonei^as'eilent-as only a 
co-rering to its occupants th.e two j 'becalmed ship can be":",'.'' 
startled flgures oa. the beach. 
• ! 
Without further consultation, Alan 


Before they couid stir'.the : weird r'Ied 9ulokly aft and down the com'pan- 


light glimmered on a polished weapon j lonway to the cabin, where a dim light 
la the bow ot the boat, a spiteful burne<l—a smoky', lamp swinging in 
toncnio nf rprlnfcJi «*,.«„ • 
i : • A 
£iTnhaln flhrivo- n' f*Mit-+'c,fru* +nv.in • 


-~i, 
u\ju%.t 
tit 
a t/lttJi Ut 


tongue- of reddish flame spat; out 
a 


bullet sar.g: between Messrs. Law and 
-arcus, and with a sad thud of disap- 
3>oinun»nt buried itself in the sands ot 
the wave-eaten bluff behind them. 


Like twin automatons stirred to ac- 


tion by tho report, the two turned and 
•Pelted off down Uie beach, to' escape 
•tflM deadly area of illumination. 


Otaer shots sped after them, but 


aone «-as so well aimed, and presently, 
ilndlng a break in the bluff, they 
swung off Into the grateful shelter of 
We night-wrapped dunes. 


Meantime the dory had grounded on 


toe beat-ii. and its several occupants— 
•our or five of them, all men, appar- 
^t'.v—jumping out, set off in pursuit 
' tho fugitives, following tha tracks 
• the sand. 
iThs blackness of the night, how- 
w=r, conspired with the eava<je laby- 
fmth of the dunes to save Alan and 


gimbals above a cluttered table. 


Of the two stateroom doors one die- 


closed an empty cabin, the other was 
locked. 


Trying the handle roughly, Alan 


fancied he heard a sound within. Paus- 
ing, ha called, with a thrill .of fearftal 
hope: 
• 


"Hello, in therel" 
The reapoue was cry of incredulous 


'delight: "Alan!" 


By way of answer Alan hurled him- 


self bodily against the door. At the 


second impact of shoulders backed by 
a hundred and eighty pounds of solid 
fiesli and determination, the lock splin- 
tered a-way from its socket; tae door 
flew open with a bang—and Alan Into 
the room with a cry: "Rose!" 


His sweetheart met him half-way, 


her arms uplifted, her countenance 
transfigured. 


And Mr. Barcus turned and slowly 


with misgivings. 


Blest if I know how ho thinks h 


Ws companion. 


Within another five minutes—while 


•ill the pursuit floundered and bias-j 
- ...*.«„ uu,, „„ ujuuui n 


Puemed at random a round quarter-! ca-n tell 'em apart," he remarked "No 
one to tbe south—Mr. Law and Mr. ;'that I blame him for taking a chance 
iarcus were-noiselessly squirming on 'Jt wouldn't: pain me any to flnd ou 
ine.r bellies, like two snakes in the 3'd kissed the wrong girl by mistake- 
""•Vgrass, up the back of,a ten-foot! not. that in, unless ehe didn't core, fo; 


.iiiia jxir. uarcus turned ana slowly i""" »'ut,Bi»u «ma i 


ascended the companionway, his nose I!1118 IlmD?- 
^wrinkled with misgivings. 
"You're a brick!" 


me, she's the same that tried to' send 
me to Davy Jones' locker. How does 
she explain her presence aboard?" 


"Much as I surmised," Alan replied. 


"I fancy they chloroformed her while 
she slept in that hotel in Portland. 
Whether or no. Rose woke up in a 
'closed motor 'car—bound and gagged, 
jot c.ourse—and- was brought aboard at 
Gloucester.about midnight." 
. "Simple when you, know how," Bar- 
cus commented. "Of COUIBS, I always 
jdid say that truth was a stranger to 
"fiction. 
Cuddle down, now, and I'll 


talk you Insensible." 


His accents already merging in with 


the swish of the 'longside waves, the 
bubbling of the wake, and the many- 
toned composite voice of the ship in; 
being, unconsciousness like a cloud 


descended upon AJan'a overwearied 
faculties. 


He woke mutinously, with a yawn 


and a shiver in the gray of a tarnished 
daybreak, to find that fog pressed 
heavily upon the face of the waters, a 
mist so thick that from the stern the 
waist of the vessel was almost invis- 
ible, the bows completely so. 


Barcua stood over him, at the wheel, 


fairly reeling with weariness, his eyes 
blood-shot, swollen, and half-closed in. 
o. face like a mask of fatigue. 


"Can't keep this up much longer," 


he apologized thickly; "stood it about 
as long as I can. Take your trick and 
give me forty winks," 


Grateful solicitude brought Alan, in- 


istautly to his side, though he himself 
•was sluggish and stiff and «ore In all 
i'Vita 1-tw.l*>. 


Misses Ava Holmes' and Bernanline 


Gillnian motored to- Madison and spent 
the day with Miss- Carrol) Evans 
Daryl Patterson is back home 
after spending the summer neVr 
roe. He expects to return to the 


Miss Anna Van AVormer has cone to 


ins year. 
. Carl Wissbaum who was seriouslv 
injured some time ago when his foot 
was caught in an elevator, is much 
imoroyed and he will be able to go to 
— in a clay or two. 
The work of silo-filling has already 
"""• and satisfactory progress is re- 


Sompie'ter1^0^0 haEVe8t,is, nearly 


Floyd 
Peebles is at 
Waukesha 
liere he is salesman for a larg'e store 
company. 
H • 


of our adieu. 


Choru*. 


passengers had only standing room on » .freedom's land. . 
the train. We would not HaveTbeen And here s to Captain Passow, his of- 
able to make the train at all hadlit x, «c«.rs and-crew; 
4U 
, ., 
,„ 
not been for the assistance of somp No matter what the weather IB, they 11 
American gentlemen. 
, ?ul"e 
bring us safely through. 


twi^e,i^a?anpeaclfyfTnrdCferfrtie^'SSe0: *°* ™ "aye h.d the Divil's own 
hind on the dock 
We came by the m tim^ as Pttt would Ilk1ily say 


way of Bologne and Folkstone, as the To Tea5.h thte Pr'nce " landing stage. 
other pons were mined. We stood on »,,. ln t!,"Je J° sal1 awa/' ^ 
the upper deck or sat on the edge of Then with bags and bundles, canea, 
some one's suitcase, with no roof over „,. umbrellas, satchels in our grip, 
our heads, while it rained and the cha?ed up and down ^he dock the IW' 
smoke from 
the smokestack settled! 


aEje< UP an 
own e 
ing tender our ship. 
c 
see 
down upon us. We had had nothing to'^,,, j. 
, 
eat since breakfast but were unable to What we v:e been ""-ough to reach 


v 
• our^slilpi no woriJ,B can eT.elj *£" 
o 
even get to the dining salon. We ar- n • 
^ i 
, 
. 
Been 
blled ^ 
consuls, searched by 
. 
e ar- 
rived in London about 2:00 a m with 
, 
only a few francs in our pocketbook ',, 
cops- held"P at each hotel. 
The,; hotel was oblied to 
Our Pas.BDorts 
home 
been 
»- 


~,..fj 
„ *^,.i 
j.< U.UVJO 
ij*. vrui 
yU(JI\.t3tUmJrt 
The,:hotel was obliged to pay our tax, 
as4h,e. driver,-jiefused Freicli-.jnoney. 
TV^ nfltf VlPAn ilflnl'tlo tr\ ^>aa)> *T»Q I,A!«««I 
who'd misbehaved. 


"^ -^«,D- «^*fci.,.:jLci^*i^t3u j?jTcncot-:jnoney 
We ha'd been unable to cash travelers 
checks in Paris, as there was: a run 
on the Bank of-'Prance. : People stood „- , 
. . 
before; the bank, ten abreast-ln e line.Weve was«ed 


vised, 
stamped, and seized and waved 
As if 'twas we instead of • Kaiser Bill 


. 
.. , 
. ,, 
m tubs 
beside 
road at early break of day, 
the 


There are persons whose 
earning capaotiy is no great- 
er than their daily needs; 
but we are sure there are 
very few in this prosperous 
community who cannot save 
something from their earn- 
ings. 


Your Money Is 


Worth 4% At This 


Bank. 


THE BANK 


OF EVANSVILLE 


Evmnsville, Wls 


founded 1870. 


OBO. L. PULLEN, Pr«g. 


b^- And presently from Its brow 
^"Sy looked do-n-n on the spot where 
••ie don- lay, only its bow out of water, 
•'stern afloat, under armed guard. 
, Very slcra'!y and stealthily Alan got 
° 113 feet and swung back over his 
noalder a heavy club of driftwood. 


match spluttered beside the dory 
flamert in tbe still air, relieving 
! its reddish glow a bronzed and 


J Vi'i visage. 


suard puffed fast and had the 


•my technique. 


"In that caae," he allowed, "I guess 


the sequel would be apt to prove tol 
erable agonizing!" 


Some ten minutes later a hail from 


tho deck broke the embrace of tha 
lovers: 


"Below there! 
I say—Law!—wind 
a-coming!" 


"Right-o! Half a minute!" 
But that stipulated delay was »e.v- 


era! times multiplied before Alan 
- „— _ ioa, ^u Ium lmJ, 


well aglow when the sky took '8nowed UP on deck to find Barcus 
bendin£ » laborious back to the cap- 
' 
e -: his trustfulness and fell 


Wre like an avalanche. 
-Btan. 


Iv Alan and Barcus de- 
"Lsnd a nand' can't you?" Barcug 


'"aded the face of the bluff in two ! cof P13!11^- blowing heavily. "I didn't 
*»'«ure landslides, dug themselves ! 1nt"rupt yo" amour6 .^U3t to «et « 
°^- aad by the time the dazed and aud'enc«- Jhe B00ner ™ B"t this 
^rd PUard hnd efficiently recov- -an^°r ln~ . 
<»a to orv out for he]p the do^ ^^ 
A!an ch6Cite[] nlm wUh a han(J on 


yards off the beach and his ?Jm' "What's that?" he demanded 


--= excellent time in, tha direction Sn-e'-t.one-tense'with apprehension.; 


'"at lonely green light.' 
' 
Tae-muffled-running'of a heavy-duty 


They wrought with tha rmra nt«- ™arlne motor 'dr'ifted down 'on; the 


i5-60 Possessed, yet with a machfnt ^S °f th» ****** w1nd" 


that drove the boat fLt'._ Don.l Mk me-.1 m a£raid to &****'." 


--»s!i>.-!g of their blades 
Conn 
"gtece when did you set up to be 
m«t of their purpose from those B ^udge of possibilities? Nothing prob- 


I 
remained aboard the schooner able"ever happened to you in all your 
°'Jt of the question. The shouts 
yons llfe~'e far>s z can make out- As 


shots, the play of flashlamps for me—I know there are at least two 


IWM lhe beacn—as though Bedlam life-snyinS stations on Nauset, both 


'"""-', half a dozen..lunatic, will! with modern equipment—motor life- 


/ -boala-..Axuk AlU. ^LDd juotixiiut. will 


"Why 
he protested. 


idldn't you call me sooner?" 


"No good; I knew the way—you 


didn't 
That is, I did until this ac- 


cursed fog closed down a couple of 
:htwrs ago. Now—God know* where 


The Sixth Member of tha Boarding 


Party Wat Judith Triiw. 


we are—by my reckoning, aomewhere 
n Nantuoket sound, west of Mono-' 
moy." 
. 
; 


a until .brail, handle: 


CHIEF OF POLICE 


CHAMPION SAYS:- 


"A small light burning in the rear 


of a store is the best protection 
against burglars a merchant can get". 


Mr. Merchant Do yoii realize what this means to you? 
Take the advice of a man who knows! 


• f 
The majority of stores and business houses are closed from 6'00 
o clock p. m. until 7:00 a. m. It is during these hours your place of 
business is the prey of the thief. 
. *"«.« <« 


A Reflex light, an 80 candle power lamp costing 1-3 of a cent per hour 


or 4 l-3c per eight is the best and cheapest Burglar Insurance youcan 
get It means protection. 


THINK IT OVER. 


thes^r^tijn ligE61"^ "*:**:**• "^ kl8U"illg °ne °f 


of Janesville 


kI 
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THE JAISTESTTLLE GAZETTE. 


(Copyright, 1014, by The International 


Syndicate.) 


Personal Sketches of the | 


Emperor of Germany, 
His Six Warrior Sons, 
and the Men They Com- 
mand. 


^~» MPEROR William's fighting qual- 
Sfm 
ities are hereditary for his earil- 
^ 
p?t ancestor, Count Thassilo, of 
^^ Zollern in Swabia, was one of 
the generals of Charles the Great. His 
successor. 
Count Friedrich I., built 


the fimily castle of the Hohenzollern 
near the Danube In the year 9SO, and 
ever since that time the family has 
been known as the "Fighting Hohen- 
zollerns." I: was not until the seven- 
teenth century that the Hohenzollerns 
na<J a standing army. Friedrich Wil- 
hf-lm. the Great Elector, was responsi- 
ble for this, anfi after his reign, which 
lasted from 
3640 to 16SS, his son 


marine and her countless triumphs In 
tho realms of science and industry 
make an inspiring story, and after so 
many years of peace and prosperity it 
seems almost impossible that war, and 
war in its worst form, should blot on 
the escutcheon of this progressive na- 
tion. 
The military spirit, however, 


has always run riot in Germany. 
Everything and everybody is organ- 
ized and nearly everybody has a spe- 
cial uniform; even the schoolboy is 
known by his special cap. 
Indeed, It 


has been called the land of uniforms. 


Vigorous and virile, the Emperor 


stands out as the world's most ambi- 
tious monarch, and It is said that 
while he preached peace he plotted 
war, and the recent developments cer- 
tainly show that he at least was ready 
for the great conflict which is now 
raping^ in Europe. 
He has gathered 


m such men as Aclmlrnl vnn 


reading for this young man seems to 
have had his fling at every phase of 
life. 
He Is a full fledged colonel at 


the ago of thirty-two and has on sev- 
eral occasions shown his father that 


, he has a mind of his own—a chip off 


j the old block. 
The father and 
son 


| have- clashed a number of times and 
on one occasion he was sent away or' 
a long hunting trip after one of these 
stormy meetings. 
The young man 


married to please himself, and he 
pleased Berlin as well when he chose 
Cecelie, ihe Duchess of Mecklenberg- 
Schwerin, for.the future F.mpress. This 
lithe Princess, who Is half Russian and 


i more French than German, is won- I 
derfully popular throughout Germany 
and her little tiffs with her father-in- 
law form choice bits of gossip in Court 


• at that 
I'dTi™" Bothrr!aTln Holiweg, Arthur von 
r :«s^>±/r?di^ 
;i'x, jsss.si-ji-vsc ES ^is^wres: 
S^€H=^S^¥^£= SSSS 
g|,= sus-sr-s=?E~ s?"—- 


fame To The Tnnxie jn igfS, 


^j^ssicre O&'c-ts-j** 


tTrcne in 1SSE 
'•-•adiTsliir. Ge 
tho *ront rank 


camb 
to 
ths 


sons have been brought up in a mili- 
tary atmosphere, and It would require 


SE. and upder his dynamic I rappr tcl sive the Thames ot the reffi- 
Jen-nan" has advanced tc!ment? an(3 military orders to which 
link 
J'K" i. 
rri H! t •* m. . 
! t^l ft VmtTlo- t ft Yinoo 
V.«I--. *, ™ 


Tho Crown Prince is fairly satur- 


ateo with militarism, and at one time 
it was stated that It was the Crown sPeed limit in a ninety horse power 


: .Prince and not. the Emperor who was motor car are his chief delights. 
He 


! responsible for the present war. It is is not averse to flirtations with pretty 
.well known that war plans were pretty actresses, and some of these escapades 
| well perfected before the Emperor hav<> been tho talk of Berlin. Above 
returned home from Norway where j ail> however, he is a Hohenzollern and 
he was cruising on his yacht. 
This hls chief delight is in soldiering-. He 


coupled with tho Impetuous independ-' has an ardent admiration for Na- 
ence of the Crown Prince, gives added ! P°Ieor», and the rooms o~f the marble 
strength to the truth of the story. As ! palaco at Potsdam are filled with pic- 
Colonel of the'Death's Head Hussars 'tures. statuettes,- busts, 
medallions 


the Crown Prince Is famed for his, ensravings and other memorials of 
dare devil horsemanship, and one of I t h e sreat Corsican conqueror. 
The 


>,,-„ f 
, 
..... 
. . . . 
crown Prince is said to be the idol 
at least a full column In & daily news-ihla ravorito pastimes used to b« lead- 
r a p r tcl 
i 
. 
lns hls squadron of dragoons up the 


..:s rsifrn h;u. >.e^,, one 01 thf. ir.oftt 
-eniarKabie 
ir. 
th.-> history 
of 
the 


wor!<2, and Germany's great growth in 
population, her colossal foreign trade 
*-ne 
envelopment 
of her 
merchant 


mo ivuiiy r.-jnces Dejong-, ror they 
stem to be at least honorary officers 
o' every known military organization. 


Crown l>rince. 


The doings of the Crown Prince 


with their, at 
a perilous ste 
spend some til 
rest. 


Adventure a 


- 
- 
- - - - - - . - 
„. , - , £ , , . . , , - t l f j 
UJJ 
^ J J 


terraoea steps of the Sans Souel Pal- 


•: ace at Potsdam and holding high Jinks 
"'"• "•" at the crest. 
His rido in 


7!^. U'H, by The International 


Syndicate.) 


fow a Little Lump of Red 
Rock in the North Sea 
Has Become a Great 
German Fort. 


"Green Is the land, 
Jlt-il Is Hie rock, 
Vililte is the strand. 
Those are the- colors of Heligoland." 


rP.EEN 
land, 
red 
rock, white' 


strand—nothing could ba more ! 
descriptive of the little Island o f 1 


the Xor:h Sea than these, colors 


At present "Gray are the guns" must 
^e added to complete the description 
.low that the island has become a part 
cf Gi.-rrp.any. 
It has chanq-ed from a 


peaceful excursion ground Into a verit- 
::o,e porcupine. 
Hidden away In the 


-rfl rocks -ire immenso disappearing 
^A 
can be brought out with 
as ranch ease as a porcupine raises Its 
quills at the first scent of danger. Just 
after Austria declared war on Servla | 
all mercnant marine shipping Ceas4 
at rfel-.soland ard only the German : 


la!I 
rt 
-"'owed to come near the: 


the hidden recesses in Crocks.*an™ 
Germany made rc-ady for the enemy 
who m^nt 
attempt 
to enter the 


from ^this section. 
The 


ouise, 
which had been 


of the German army. 


Five- Sturdy Princes. 


Eitel Friedrich, tho second son of 


tho Emperor, is of an entirely different 
type both In make up and manner, 
for where the Crown Prince is tall 


Adventure appeal to him, and rid- and h^seT^'tof i* n^t'arV' 
* in «. *-npelln and v,olatlns the j but not because -he loves' the scrvlcl 


but because he Is a Hohenzollern and 
they must live up to the traditions 
of the house. 
This Prince is popular 


with the people, who greet him with 
cheers on all occasions. 


Prince Adalbert,, the third son, 
1& 


the sailor prince, and while he la an 
officer In various regiments his high- 
est rank is in the German Navy. 


August Wilhelm, the fourth eon, 


holds high rank 
In 
the- German 


Cavalry and various other mllitarj 
organizations, but he, too, is stout and 
likes his ease. 


; 
Prince Oscar, the fifth son, who was 


; recently married after a series of diffl- 
| culties is fond of army life and is 


I constantly attending drills. He Is said 
to be greatly in sympathy with the 
ideals of the Crown Prince. 


Prince Joachim, the sixth son, holds' 


rank in the army, but he is the studi- 
ous member of the family and prefers 
the pen to the sword. 
The greatest 


devotion 
exists between 
the 
baby 


Prince and his mother, the Empress, 
and he spends much of his tims in 
her company. 


Even the daughter of the family, 


the Princess Victoria Louise, who mar- 
ried the Dukfe of Brunswick, is the' 
honorary colonel of a regiment and 
ion special occasion she rides with them 
! on parade. 


; 
The Arm-. 


i - The 
German army, of which 
the 


Emperor is in supreme command, is 
perhaps the finest disciplined body of 
men in the world. 
The strength of 


the army in time of peace is 850,000 
with 4,430,000 reservists, which In time 
of -war would bring the army up more 
than 5,000,000 men. 


To the American the cost of main- 


taining- such an array seems appalling 
and it would be if. the German army 
was as well paid as that of tho Unit- 
ed States. 
The pay of the German 


private is a mere trifle, the lowest 
grade receiving (after the cost of their 
food is deducted) about three cents 
per day,, while the higher ones re- 
ceive from ten to fifteen cents per 
day. 
Even the pay of the officers is 


ludicrously small from an American 
point of view. 
A lieutenant receives 


for the first three years J25.00 per 
month; from his fourth to sixth year, j 
J425.00 per annum; from the seventh 
to ninth year, $49S.OO, and from the 
tenth to twelfth year, 1550,00, and aft- 
er that ?600.00 a year. 
A captain 


after serving nine years Is paid $1,- 
267.00 a year. 
Only eight out of one 


hundred, officers ever attain to the 
command of a regiment. A command- 
Ing general receives J3,495.00—the 
largest salary paid. A small amount 
is added to this for house rent, keep 
of horses, traveling, etc. 


AH soldiers and officers travel at 


reduced rates on railways and are 
allowed a certain amount of baggage 
free. They usually marry rich girls. 


Every Man A Soldier. 


Germany has no professional army 


like our own. Every German who is 
physically able must serve, at least 
as a reservist, from the age of seven- 
teen to forty-five. 
Those In the in- 


rantry serve two years and those of 
the cavalry and horse artillery and 
mounted rifles three years; after this 
they will not be called upon except in 
case of war. 


There are several thousand men 


who join the army voluntarily for a 
term of two or three years and then 
re-enlist and 
become 
non-commis- 


sioned officers. 
Should they remain 


in service for twelve years they are 
entitled to $200.00 on leaving the serv- 
ice.. They are then eligible for posi- 
tions on the railway, police, postal, 
street cleaning and other public serv- 
ices. 
There, is no promotion in the 


army from the ranks as in the United 
States, and unless a man has passed 
through one of the cadet schools he 
can never become an officer. 


The German army is an educated 


body, for education up to fifteen years 
Is compulsory. 


SSgnlpment. 


The Infantry u>. armed with Mauser 


magazine rifle? of ' the 
1SOS model, 


•whiletho cavalry carry, thft Mauser 


_ . , 
rs was 


unfortunate enough to be blown up bv 
i-iTia *->* *!-,,-, —1 
. i . . 
. 
^ 
•» «>* u.» 


Belonged To English. 


country to Gcr- I teofs a number of her 


exchange for several tracts I frraphlng- anywhere on 


are 


_ .. o of the 
are constantly on guard with 
.sses— ono watching different1 


magazine 
carbine. 
All 
classej 


cavalry carry the lance. 
The tjjj 


and horse artillery are armed IRJ 
Krupp gun firing- a fifteen pound sbtl 


Germany needs a vast army, fora* 


is in the very heart of Europe ct:. 
rounded by different races of peop!( 
and she has 4,570 miles of frontier 'J 
guard. 
The country itself is SIM\[ 


comprising only 208,780 square milj 
or an area one-fifth less than 
State 
of Texas. 
The 
populatlU. 


roughly speaking, Is about 6B,000,ooil 
—one million of whom are forelgnenl 
—people of almost every nationalltil 
During the last hundred years G,-i 
many has been ct war with her dll. 
ferent neighbors from time to time, 
and now she is once more In the M 
fighting several of them at the 
time. 


Once a year, usually In the auturr.i, 


the German army holds manoeuvre! 
and for two weeks they play the wi 
game In all its phases. The Emptrci 
is always on hand and Is seen at h'j 
best when he rides out and disagree 
with some of his officers as to pliu 
of attack. In addition to the regular 
manoeuvres there Is a meet of ihi 
cavalry which Is known as the Kaiser: 
manoeuvres. 


Army Reviews. 


Germany Is continually having amy 


reviews and the greatest occurs « 
Sedan Day, September first. Or. thii 
occasion the entire royal family ridi 
out to the big drill ground a far 
miles from Berlin. 
The Emperor ap- 


pears on horseback and reviews the* 
sands of troops. When his own rtgl' 
ment comes in line he leaves his pc* 
and leads them past the Emprsi 
This is one of the prettiest incidenu 
of the review, for the horse on 
the Emperor rides seems to rec 
the regiment and takes up hla.ii.~v. 
without the slightest effort on Mil 
part of the Emperor, and on retural 
ing goes back to the exact spot hil 
left. 
While the review is in progTe«| 


the sky is alive with aeroplanes eail 
dirigibles and the scene is one of tbil 
greatest interest At its close the Em I 
peror and his six sturdy sons rlSil 
down the Unter den Linden in Berlin! 
amid the cheers of thousands of peo-l 
pie. 
Militarism is Germany's 6troij| 


point. 


-?^5= - £TE£ S:S£~£"£si 


• 
—"» w w t t u L 
LU 
LJ 
^•^r'^-'-sre 
aside from keecinsr a Governor and a 


_« '«<?« - Hyde 


, , 
e».—..« uuu iittu at Deen 
in her possession at the present time it 
can be readily understood how valu- 
able it would have been to that coun- 


It is a quaint little place rarely 


visited by Americans, who know it 
best by its lighthouse which is oae of 
the 
most 
powerful 
in the 
wor*d 
WHi 


sweeping for many miles over the bar-ain VnM ".Tv"" - ' - 
»•=<"• 
treacherous waves of the North Sea. ! ln J°, 
England had made in receiv- 


The nationality of the island has un- '"fL ^T^/t'T?'6 land »* Africa 
oergoce the fortunes and vicLssltudes 
of war. of intrigue, and of interna- 
tional negotiations until it has finally 
landed under the domain of the Gor- 
man Empire. 
Several centuries ago 


trie 
Danish 
nag 
waved 
from 
its 


heights, and whilst under its conti-ol 
the island was In pawn to a Hamburg 
merchant and was used as a rendez- 
vous for privateers and pirates, was 
finally ceded 
to Schleswig-Holstein 


and receded to Denmark—this inter- 
change having taken place several 
times, its nationality changing so 


Eight Hours From Hamburg. 


-th" 


ledge 


-—' 
na.i^uuelllL> 
CJlanglng 
SO GprmlmT ««,„ 
la 
"*"ctcu, 
turn 
^ It flnauv be^e _TOjgSSSV^ ££ £?%£%£ 
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Small Island. 


milathw.£ar ebd)' and a quarter of a 
mile wide at the widest part. There 


lew trees and no picturesque ruins 
to study, and no running water any- 
wateerreu°edtiseei!nland' 
^he drinktag 


thT,?elL' and ™any children who live 
to pictures neV6r SBen a h°rse excePl 


thT^lrf ?ur?oses '^whelSarrow— 
the streets being too narrow for the 
passage of anything wider 
A lew 


sneep a.nd goats are tethered on the. 
ttj£SsJ££s» 


the shape of cats and dogrs. and these 
may be seen in the yards of the tiny 
houses which line the narrow streets. 
These highways, like everything else 
on the island, are scrupulously clean. 
On the water front there is a casino 
much frequented by the officers of the 
German^rmy and navy 
Occasionally 
tneir friends .^nT«a *,«' « 
. . 


Bathing Beach. 


n a"qUarter «"'•»-mile-from the 
proper is a strip of sand, at 


one,time,a.;nart,,ot Heligoland, b ' 
the connacHaB-ili* »« mSix broi.n 


by the relentless waves and now *he 
Pn^,"1^ so Jo tho Dune ln » »«>»t. 
Portable bath houses are set up on 
» ^ach wltn a man and a woman as 
?J"envanta' 
The woman looks after 
the toth houses while the man, a 
rugged old fisherman, acts as a life 
aver~^not by going-out to rescue but 
warning the bathera when they go 


too far. 
There.is a life saving 


m,°n the Island- a"d these men tell 
thrilling stories of their desperate fight 
to ,save the 'lives of the-men whose 
ships are battered by the waves during 
the. long winter season. ,-It-wlll.bc re- 
membered that, a- Zeppelin.. dirigible 
• 
in.one -of-these atonna. lart 


winter 
and 
fifteen 
of 
her 
cr«« 


drowned. 


Picturesque Marine View. 


Just back of the Unterland, as tti 


lower town is called, is a flight of sttj! 
which leads to tho Oberland. 
are cut out of the solid rock and its 
rough and not easy to climb, espe=M- 
ly if the climber wears thin toll! 
shoes. .A lift near by, however, car- 
ries passengers to the top for a trifling 
sum. From the edge of, the OberlanJ 
one looks out over the little red roofed 
houses of the lower town. 
In time 


of peace the view is a pretty one, 
fishing boats all about and ships rid- 
ing at anchor far otit to sea. Don 
at the end of the island men appeal 
like so many- ants. Further away thi 
bathing beach glisters like a bare! 
silver striped with emeralds. 


No Photographing Allowed. 


The Government is especially sir- 


about pictures of the harbor, but tv 
writer, by hiding behind posts a;' 
houses succeeded in securing a 
photographs. They even object ti, 
picturing of street scenes, and tho/Iftj 
of the person who tries to make phcla- 
graphs In any part of Heligoland ti 
not a happy one. 


The whole place £alrly bristles 


military operations. 
Barracks 


will house hundreds of men have beea 
constructed. 
A powerful wireless sta- 


tion is in operation; a sea wall hss 
been constructed around tho 
and guns have been stuck in cverf 
corner of tho rocks. 
Thousands ct 


dollars have been spent to make <h" 
lump of red rock the Gibraltar of tin 
North Sea. 
It is expected to be of a§ 


i?reat .value to Germany as Gibraltar 
and Malta are to England. 
Mllltarr 


experts declare that had 
German? 


owned Heligoland in 1870 tho block 
ade of the Elbe and Wesser by tfc« 
French fleet in the early part of 
war would have been impossible. 


Apart from the military aspect, 


little island is interesting espociall' 
those who love the sea. The two t: 
sand natives are industrious an_ - 
Their principal-means of living is b' 
fishing. 
They pay little attention W 


visitors, and are.clanish. 
Their pa- 


triotism is of a queer type—they !°v* 
Heligoland, and tolerate the ruler o( 
the nation who happens to own "" 
island. For Instance, when it wws an 
English possession 
they 
celebroted 


Queen Victoria's golden jublieo witu 
the greatest pomp, while at present 
the Kaiser's birthday or any oilier 
German holiday la observed with «Qusl 
loyalty. 
Their language is peculia' 


and seems to be German spoken wW 
a Danish accent. Dancing is their par" 
tlcular amusement and dance W"* 
are numerous. 


German 
war experts 
attach 
tl>? 


greatest importance to Heligoland 
espect It to prove a'tower of strength 
oh account of -the groat height of "" 
>atteries, and because of their rang* 
a close blockade of the mouth of tl" 
Elbe is practically out of tho n«e!- 
ion. It, would .be a difficult matter to 
carry Heligoland owine to tha steep 
ne«i ot the cllfl*. 


THE JANESVILLE DAILY GAZETTE. SATURDAY, SEPTEMBER 12, 1914. 


PAGE ELEVEN. 
Tho Quiok 


of Tholr Otto rings. 


THE RATE FOR ADVERTISE- 
MENTS In thMe classified 


columns l» one cent per word 
per Insertion. Nothing less than 
25c accepted. Cash discount 25 
per cent If paid at time order 
U given. 
Charge account! 1 


cent per word. 


BUSINESS DIRECTORY. 


ot 
insurance, 
1-28-ti 


- 
ul C. P. Beers. 


„ ll£ "IS ' GOOD HARDWARE), Mo- 
Vamara has it. 


•"T^-. ,-, »•-n-i 'T Y f\ VTTI»T 
&ZORS HONED—260, 
Premo Bros. 
27-t£ 


CANDIES AT HAZOOK'S. 
27-tt 


GOOD GOODS Talk, to Lowell. 


1-1&-30-M 


HOLLAND FURNACES make warm 
Mends. F. F. Van Coevern. Both 


phones. 
1-2-16-tf 


SALE—Second hand 30 h. i>. al- 
leniauus current motor; flrst class 


concl.r.on. 
Cheap for quick sale. M. 


\ Jorsch, Electrical Contractor, 422 
St., Uoth phones. 
1-8-6-tt 


jUSiNEaa^HOUSES 
adver- 


tising in this column value your pa- 
irouage enough to spend money go- 
ing u:'.er it. 


There Is a Demand Now 
For Second Hand Articles 


Have yon a stove which you are replacing with a new one? 


SOME ONE WANTS IT. Advertise it. 


Have you articles of furniture for which you have no 


room? SOME ONE WANTS THEM. Advertise them. 


Possibly you have serviceable clothes you do not need 


SOME ONE NEEDS THEM. Advertise them. 


There are any number of things about the house you do 


not need. SOME ONE WANTS THEM. Advertise them for 
sale in these columns. The money will be very acceptable to 
you, wouldn't it? 
: 


Costs one cent per word, 25% cash discount. No ad taken 


for less than 25c. 
. 
, 
• 


?. TAYLOR VOICE CULTURE— 
Accurate placement 
and develop- 


ment of tlie 
'lanesville. 


Central 
Blocft, 
1-6-16-eod 


•Utri.CATK.KY, MASONRY, PAINT- 


st;—Nothing but expert workmen. 
..My iirii-e will save you money. Get 
k- ' fimiri's 
on your \vorK. 
lidwln 


«-ny, I.L'.I Eastern. Ave., Bell phone 
j-S. 
If 


M A N l FACTURER AND DEALER in 


au1 (Joocls. 
\Vigs made to order. 


iadiei', 111 "W. Milwaukee street. 


r -ilrs. Woodstoelt's. 
1-S-ia-tf-eod 


SITUATION WANTED, Female. 


A GIRL OR WOMAN who 
adver- 


tises Here deserves more pay on ac- 
count oC her energy and 
determina- 


tion. 
SITUATION WANTED, MALE 


MK. EMPLOYER, if this column 


not describe a man who -will-nil 


;oiir requirements your ad on 
' 
win tring him to you. 
tills 


\VA.\TED—Place 
to 
work 
driving 


team either lor dray or heavy work. 


well acquainted with cny. Ad- 


jress "A," care Uazette. 
2-tt-lH-lt 


rela at 
Co. 


- 
60c each. Gazette Prte. 
11 r on *« 
-7-30-tI 


County, showing 
houses, churches, 


-, — Rock 
all roads, school 
towns, yillases, 
, 
, 


cities, railroads, farms with dumber 
of acres and all information. Printed 
on strong bond paper, handy size 
Price 26c or tree with a year's ad- 
vance subscription io the Daily Ga- 


BICXULB SOTPtLB&—n-emo Broth- 


***• 
13-11-28-tf. 


FOR SALE—-Engraved cards, 
ding 
invitations 
and 
announce- 
ments engraved and embossed. Sta- 
tionery produced in the very latest 
and newest letter designa. We .have 
connections 
with several engraving 
houses which give up very prompt 
service 
Call phone Rock 
Uo? 27 


BOATS AND ACCESSORIES 


you want' one. 
quick response. 


money. 
Owner 
may have same by proving prop- 


toly-na i Jjay,!ne lor this notice. Call 
692 Red, Rock county phone. 


25-9-12-31 
LO-ST1, BRAYED OR STOLEN— 
..i^oetland pony, dark brown mare, 
!50p°"nds. Notify A. F. Townsend 
R. F: D. 20. Bvansville. 
25-9-122-21 


LOST—English bull dog. 'White and 
„ bIa,c)L spot. 
$2 
reward. 
228 N. 
Pearl St. 
25-9-10-31. 


FINANCIAL 


FINANCIAL PROPOSITIONS must 
first pass the Gazette's investigation 
as to merit, before the ad appears 
FOR SALE — $500.00 mortgage draw- 
. 
- 
, tit* 
.per (lent interest on Janes 
r« «/*??' T.'V? 
1^ 
6- See 


Crandall. . Bell phone 2007. 
29 


ley 
9-7-U-idtf, 


K you .are looking for help of any 
kind, read the Want'Ada. 


MONEY TO LOAN 


WANTED—To 
buy 
second-hand 
stoves and ranges. 
Talk to Lowell 
6-9-12-6t 


WANTED—A home where I can go to 
school and work around the house 
evenings and before school. Call after 
6_p._m., Bell phone 2026. _ 6-9-ll-2t 
WANTED TO" BUY—Baby cab, must 
be a bargain. Address 
care Gazette. 


"Bargain,' 


6-9-11-3L 


BAD CHIMNEYS cause 
bad 
firss. 
Make them safe before cold weather 
is here. Consult the chimney man. 
New phone 12S2 Black. 
U-9-12-41 


_WANTED, BOARD & ROOMS. 
~~GOOD BOARD is"~always in ""de- 
mand. 
Why riot let the "'homeless 
know you can take a boarder or two 
ami .give them home cooked meals? 
FURNISHED ROOMS TO RENT 


THE ROOMS YOU WANT may not 
be here but the owners might answer 
your ad under another classification. 


FEMALE HELP WANTED 


IF THEKE AKJ4 NO 
POSITIONS 


open Here lor you try advertising lorlfOR RENT- 


WANTED—Young lady to board and 
room in private family. 
Address 
"Lady,"_Gazette. 
_ ._ 10-9_-12-2t 


ROOMS 
FOR 
RENT—Modern con- 


I 
veniences. 
Milwaukee Ave. New 


I phone 390 Blue, Old phone 616. 


s-a--9-ll-3t 


•Pleasant room, modern 


j posiuou yourseu'. Give tue uazeue] conveniences, near depots. 329 No. 
J 
" " ""•• l;1'- 
Jackson street: Blue 724. 
8-9-10-31 
i3i an iiudress II you like. 
\YANTtfb—Girl 
for 
general house: 


\voru. inquire 
UU6 Court St. .Mrs. 


NVi'.eeiocK. 
4-9-lii-t;i: 


S — Our 
illustrated 
catalogue 


e>.;mstns nuw we tea.c:i hairurtibbiiig 
i:i'a i-.w weeks, iiailed iree. \vrn.e 


«<?"••• <. oiiege, iUo b. i<'ii:th Ave., (jni- 


ca?o. 
4-u-la-tit 


FOR RENT—-Suite of modern rooms. 
Board if desired. 
268; Wis. 361. 
Phone new Black 
8-9-7-6t 


LIGHT HOUSEKEEPING 


ROOMS. 


FOR 
RENT—Two modern rooms for 


IViXIED—An experienced cook and 


tond maid, iteierences required.' 


nquire Uazetie "OS^. 
4-j)-U-2t 
*OR 


light housekeeping. 
Fredendall. 
63-9-ll-3t 


RENT — Houaekeeping apart- 
_ 
_ 


iVAXTKD — iminediately, girls for pri- 


vate );ouses 
and 
hoteis. Mrs. Ji. 


ItCaritiy. Both phones. 
4-9-7-4.U'. 


MALE HELP WANTED 


ments, furnishings and private ent- 
rances. 611 Court street. 
63-9-9-St 


FOR SAL.E—Horse and 
Hyatt St. 
buggy, 814 
26-9-ll-3t. 


FOR SALE—One brown mare, weigh- 
ing about 1250. 
Also good wagon 
and set of double harness. Old phone 
1833 or call at 1606 Highland Ave. 


13-9-9-4t 


FOR SALE—Good 
work 
horse, six 
years old, weight 1200 pounds. Nit- 
scher Implement Co. 
21-8-10-tf 


WANTED, FLATS. 


-i, 
. 
ha.ve •>'• Let them know through these 
r ,» 
«—i,' f o o t 
launcn. two-columns what your needs are? 
Give 
cylinder, six horse power, Gray en- this office as your address if you ore- 
Sine,- reverse gear, extra propeller. '*er..-, 
• 
. 


new top. Call nights' Janesvifie^otor, MON.UX.rro-LOAN: on first class Rock 
13-9-H-2t 
.county real estate. Call up J. W 
Bleasdale or-F.:B. Burton, Bell phone 


' ••-• 
• 
'• 
'39-9-10*61 ' 
fiOWLING AND BILLIARDS 


FOR SALE—New 
and 
second-hand 
.carom and pocket 
billiard 
tables 
bowling alleys and 
accessories bar 


WHAT. YOU 


IF YOUR FLAT was advertised to- 
day it would not be necessary for a, 
stranger to wait several days to lo- 
cate you. 


WANT here; advertise for it. 
FOR SALE—One 1912 Ford; just 
painted; new top; slipcovers; com- 
pletely overhauled and in fine shape. 
Ra Tfafn 
* "Rntrrro' 
r^.n*>n »n 
- t o n i A n i i 


HOUSEHOLD GOODS FOR 


SALE 


ODD PIECES of furniture can 
be 
bougnt reasonably if you watcn this 
spatiti regularly. 


_ Buggs'^arage._18-9-122-it 


SALE—Imp Cycle caif~ Good 
running order. 
Bargain. 
Earl T 
Brown. 
, 
... 
18-9-8-4t' 


FOR SALE — Exceptional bargain, 6" 
passenger car in 1st "class shape. 
New tires. For quick sale ?275. 
Ad- 
Car;^Gazette. _ 1 _ 
18-9-S-6t 


SALE— Five Fassenger'~used 
FOR 


FOR SALE—Dining room table, ten 
chairs, rockers, settee, stand, tables, 
single iron bed, dresser, rugs, carpets 
etc. 306 S. Mam. 
16-9-li-at. 


FOR SALE—Birdseye~~maple dresser 
and chittonier, axlii Axuimster rug, 
manogany library 
tabie 
ana parlor 
suite, combination boon, case, mahog- 
any dresser and commode, also oaK, 
IS yds. of best Brussels suur carpet, 


automobile in excellent condition 
Bargain. 
Janesville Motor Co., 
17-19 So. Main "St. 
18-8-11-tf' 


OXY-ACUTYJLiBNB 
Welding 
welds 
any broken 
automobile 
part on 
short notice. Janesvilla 
Motor Co., 
17-19 Bo. Main Btreet. 
18-6-U tf 


MOTORCYCLES 


SECOND HAND -MOTORCYCLES 
are often as good as new for your 
v.oc.« i^ 
~*~-. v.«.^u», >-.u U^b^.u u.7 au^u »n ut3tv 
lor 
your 
base burners 
gas stove, child's rur j purpose. Keep an eye ba these ads 
rooe, cart and nigh chair, ana other' 
' 
--- ----- 
t"euo BUS 
articles. Call 112 a. High. 
lB-9-10-3t. 


FOR SALE—New Pr&cess gas" stove, 
tlrst class. Mrs. F. P. Burpee, 31* 
St. Lawrence Ave. 
; - '• ••" •• 


Evening reading calls for good light. 
Kayo Lamps g-.ve best iigiu. 
Try 
them. TaiK to Lowell. 


BURNISHED APTS. FOR RENT 


•,n,^- v.^.^0.^^ 
"NICE APARTMENTS~are~to"be had 
^ ^L_"^"_ ^^__ if the owner knows who wants them. 


POSiflO.NS ARE OPEN to men,of : Let them know through 
a 
Gazette 


motion, 
if you 
want 
something want ad. 


eutr advertise under another heaa- 


Save money on your. Kitchen Cabinet. 


\Ve must have room for stoves and 
in order to get it will sell you a ?DO 
ail steel Kitchen Cabinet 
for 
*as. 
Kasy Payments. Talk to Lowell 


16-9-10-61 


auq buy one cheap. 
MOTORCYCLES AND BICYCLE RE- 
PAIRS. Knives and scissors sharp- 
ened, saws filed. Clippers sharpened. 
C. K. uox, Corn Exchange. 


. 
37-11-20-eod-tI 


INSTRUCTION" 


FOR SALE—Oil Heaters. 
A large 
sniprnent. 
yuick deliveries. 
$>3.ui> 
to Sb.uu. 
¥l.0o.aown 5U 
cents 
per 


wefcu. Tahc to Lowell. 
' 16-9-10-Ut 


WAXTKD—Salesman to sell Lubricat- 


:ug Oii». 
House and 
Barn Paint 


art Specialties. 
Hig profits. CHAM' 


iO.N Kti'l.MXG CO., Ueveland, O. 


—Our illustrated catalogue 
ex- 


iur.s now we icach 
the 
barber 


in if 111 a few \vueKs. Mailed free. 
'rue .Moler College, .Milwaukee, \Vis. 


5-9-12-61 


'ANTED—Two bell boys, porter and. 
chamber maid at the Grand Hotel. 


4919-9-3t_ 


BECO.MK HAIL\VAY MAIL CLERKS, 


Comrneace 
^TO.uu month. Sample 


examination questions free. 
Franklin 


institute, Uepi. -Hl-lt, Rochester, N. 
5-9-l-17t 


HELP WANTED 


UO.VT HE.MAIN IDLE waiting for 


ioiueont; to oner you a job. 
Put 
a 


>''aiit ;icl i:i the Gazette and show you 
ijav_e_eiit'i'try enough to go after it. 


"AGENTS WANTED^~ 


\\'K STRIVE to kaep from this page 
' .unreliable firms. Let us know if 


swDr a fake. We will prosecute 


UNFURNISHED ROOMS TO 


RENT 


PAPER HANGING 


UNDER THIS HEADING an 
un- 
profitable bare room or rooms may be 
just what someone wants, and 
you 


Become the gainer.. 


PAPER HANGERS would be kept 


I busy all the time i£ their ad was here 
tor you to read. 


BOARD AND ROOM TO RENT 


OFTEN TIMES when there are no 
advertisements here you can find a 
good home place by advertising 
un- 
der "Wanted, board and rooms." 
WANTED-—Two gentlemen boarders. 
Phone 341 Blue. 
10-9-ll-3t. 


PAPERHANG1NG, Interior Painting 


bOME 
LOCAL 
INSTRUCTORS 
have used this column to very 
zood 
advantage. 
SCHOOL OP~MUSICr"Sisters~oJ~St 
Doiuiuic. Piano, voice, violin. 30$ 
Prospect Ave. 
- 35-9-8-tf 


MISCELLANEOUS 


.WHEN TOU DON'T ,, 
.. 01BC. 
where, you ,will usually .find it adver- 
tised here. 


FORTY YEARS AGO 


le-.. 
rn, 
Pally Gazette, Sept. 12, 
?•b'4-—"here is every indication to be- 
lieve that our fair will bo one of the 
best and largest se«=.n in this vicinity; 
Application for standing room from 
men of experience along 
this 
line 
shows that it is'comprehended far and 
Dear, and .we are to have an immense 
gathering that week. 


• Fr,om all that we have been able to 
ascertain farmers will be quite sane' 
"." noldl5£ their 
grain 
for 
better 
prices. The pretense freely indulged 
in of some large overproductions in- 
many counties are not borne out by 
returns so far as they have been'-re- 
ceived. 
The ataff of life 
will 
be 
bought at high prices next week. 
• The sale on the grounds of the Cot- 
ton Manufacturing company attracted 
a large crowd this afternoon and the 
competition was tolerably good,: all 
things considered. We mav now look 
for speedy action on the part of the 
directors, who mean business 
and 


plenty of it. Their success is already 
assured. 


A young aristocrat in. the dress cir- 
cle of the o]«ra house last night at 
the performance of the Japanese jug- 
glers saw a gentleman in tho par- 
quette. juet beneath 
liftn 
laughintr 
when by way of giving good advice, 
with perhaps an idea that he 'must 
prove himself not proud, leaned ovor 
the railing and exclaimed in a childish 
whisper, audible all over the housp. 
Be careful, Mike!" Mike was care- 


Our amateurs will produce "Dora" 
tonight nt Evnnsvllle and if the at- 
tendauce would be in proportion to 
their merits in that piece they should 
have a great house. If Evausville has 
*'-,T8te , 
eocKi acti"B tlio amateurs 
will reuturn with laurels. 


A grand fashionable gathering is in 
the course of organization, but we are 
prohibited from giving particulars at 


—And the Worst is yet to Come 


ASHES HAULED, sand and ; gravel 
delivered. 
Henry Kaylor, 
New 


phone Blue 797. 
• 
27-9-12-tf 


ARTIFICIAL TEETH GOING UP—All 
the rubbet goes for auto tires and 
Platinum for mines. But Dr. Burrus 
has a limited supply of best teeth and 
will put them up at Excursion Rates 
while they 
last. 
Office: 
room 
4 
South End Court St. Bridge 


27-9-ll-3t. 


LEWIS FLY and LICE DESTROYER 
..protects your stock from Flies and 
Lice. Quarts, Half Gallons and Gal- 
5?ns-T-,^,.large 
suP)>'y on hand. .7. 
W. 
Echhn. 
Successor 
to w 
T 
Flaherty, On Court Street Bridge 


60-S-27-3t-e'od 


Furnaces cleaned and repaired. Now 
is the time to have this work done 
before you need your furnace to use 
Talk to Lowell. 
27-9-10-61 


FREE. To be given away absolutely 
free an elegant Acorn Steel Range. 
— )„ and get a tichet 
Talk to 
27-9-10-61 


SAND AND GRAVEL DELIVERED^" 


— _ _ 
Come 


Henry Kaylor. 
New 
797. 
phone 
Blue 
27-4-6-tf 


XY 
ACETYLENE 
WELDING — 
Welds any kind of metal; automo- 
bile and stove parts a specialty. Bring 
t££f wSrknheie; satisfaction guaran- 
teed. P. B. Burton, 11 No. Jackson 
ol., Both phones. 
27-1-2-tf 


Professional Cards 


REAL ESTATE FOR SALE 


MANY A BARGAIN IN REAL E£f- 
TATE can be picked up 
by 
daily 
reading these aus. If in a hurry au- 
yertise under "Real estate wanted." 
FOR 
SALE—Thirty-rive acre 
farm 
near town. Address 35, care Ga- 


FOR SALE—SO 
Town of 
acre 
farm 
in 
the 
is offered for sale 
esf^So'u^TaSa.^efl^h^T^; ^ ™*£ ^ full particulars-write 
Mew phoneRed S2&. 
24-7-i!l-26t«oSl' ?F..!e.e \dward .Simmons, 3.04_ Fourth 


FOR SALE, MISCELLANEOUS 


PEOPLE 
ADVERTISING 
HERE 
soon nnd that advertising pays. These 
same people would reao. your ad un- 
der "Wanted." 


FLATS FOR RENT 


A GOOD WARM FLAT will be nice i ,,-pf, 
this winter. 
If you do not see any- 
thing to suit you here advertise for 
it under "flats wanted." 


GRAPES partly ripe at 15c per bas- 


Ket. Sweet and freshly picKed ripe 
grapes 
26c. ij. 
Poemchen. 
Bouh 
phones. 
ll!-9-li!-3t 


FOR 
RENT—Two 
modern 
steam 


heated flats. 
Lovejoy block. 
Apply F. L. Stevens, 
45-9-12-tt 


FOR RENT—Modern steam heated 


Hat, 32 South JSlain St. 
M. P. Hicn- 
ardson. 
11-9-12-tf 


AVE ..\ CONTRACT to distribute 


lillioii free pkgs. Borax Soap Pow- 
\Viint reliable men and women 


[to heh. 515.00 weekly. F. K. Waverly 


T:IU N. Franklin, Chicago. 


• 
_53-9-12-lt 


fALL'S.MKX for small towns. Whole 
ume or side line. Special sales plan 


;.:.0'.viim return ot unsold goods makes i 
Wick easy daily sales. 
$o.OO commis-1 


'ion on , ac-h order. 
Something 
en-! 


FOR RENT—A four room furnished 
flat, 21 N. Pearl St. 
Mrs. W. S. 
Button. 
45-9-12-31 


FOR' RENT~Modern flat, 431 Madi- 
_son street. 
45-9-11-51 


FOR RENT—One modern flat, also a 
6-room house, 
on the 
east side. 
Modern. 
Inquire 317 Dodge. 
T. E. 
Mackin. 
4o-9-9-dt£. 


ply Rock County 
phone 1989. 


A o ; 
- ~ 
AP—A quantity 
grade coRe. 


of 
„ 
All- 
Sugar 
Co. 
Old 


. 13-9-12-5t 


FOR SALE—Axminster rug, 9x12. In 
very good condition. 
S, Gazette. 


. lB-U-12-^t 


FOR SALE—One two drawer 
cash 
register in good condition. Selling 
on account ot getting a larger size. 
Robert F. Suggs. 
13-9-12-lt 


DR. JAMES MILLS 


SPECIALIST 


Eye, Ear, Nose and 


Throat 


Properly Fitted. 


avenue, _Janesville, Wis. 
33-9-11-31 


Ndw~IS~THE~TIME'~to~buy~t:ie j 
finest lands in the Jim River Val- 
ley, SoiUh Dakota, before the sharp 


DR. EDITH BARTLETT 


PHYSICIAN AND SURGEON 


Office hours: 1 p. m. to 6 p. m. 
Both phones in office. Residence 


phone 973. 


If you are going to build or 


• -^ , 
uisii^u 
J-/«H\UHlj 
UCLUJ C 
Lilt! 
SllttMJ ! 
^^ 
J 
I 
T 
. 
. i 
. 
advance in prices which- is sure to 
; remodel, have your ideas devel- 
' 


W. H. BLAIR, Architect 


Bell Phone 477. 306 Jackman Bldj. 


Collecting • Crowd. 


"I don't know what to do to collect 


a crowd," said the street salesman. 
"My. old methods are all getting too 
familiar." 
"Nothing Is easier," re- 


plied Mr. Chugging. "If you want to 
collect a crowd simply pretend that 
your automobile is broken and that 
you are goinj to *ty to fix It." 


Atlas—Cut the coupon from to 


js on| | oped into a complete plan by 


State.'Sure corn, aTfaita,'" hog's and 
" 
cattle. We own and control large list 
ellegant, improved farms and lands. 
Write 
us. 
R. A. Romans 
& son, 
Aberdeen, South Dakota 
33-9-5-4t 


FARM FOR SALE— I have a splendid 
farm for sale at a bargain. 
John 
Cunningham, 25 W. JMilw St., Janes- 
ville. 
33-8-12-U 


POULTRY AND HOUSEHOLD 


PETS 


FOR RENT—5-rcom flat, steam heat, 
centrally located. 
Carter & Morse. 
' 45-8-24-r.f 


HOUSES FOR RENT 


?.;-. 
May 


Uicaco. n. Mfg. Co. 212 Sigel St., 
_ 
' _ 5B-9-12-lt 


TS— S^U 
guaranteed 
hosiery 


per cent prurit; make $10 daily. 
s r-'peat regularly; best agent's 


in 
existence. 
International 


West Philadelphia, Pa. 


53-9-5-4t 


REAL ESTATE WANTED 


DOX'T \VAIT for someone to 
ad 
rfise under this head. Place your 
"> tiiu far sale column. 


HOUSES WANTED 


J.1?.1' ' X t 
ONE EYE 
ON THfS 
v;l" Eave house owners from 


You can rent 
,., 
«'-IIB eiupty iiouses. 


£_by_aclvertising. 
WANTED LOANS 


when it is work- 
. 
- 
lle SI)ent on thls Pase will 
niy of opportunities to work. 
FARMS TO LET 


wnere 
f e w 
. . . . . . . 
. . 
There will be 
houses for rent later which you can 
get an option_onj>y advertising for it. 
FOR RENT—Six" room house at 222 
Park St. Phone or call Dr. E. E. 
Lpomis^_residence. 
11-9-12-tf 


FOR RENT—House, corner 
Walker 
and Monroe streets. City and soft 
water. 
Builders' 
Exchange 
office, 
over 
Ztegler's 
store. 
Phone 6TS. 


• 
, . 
ll-9-12-3t 


FOR SALE—Ready cut. stove wood. 
Call or1 write Anton Heider, Janes- 
ville Rte. 2, box 89. 
13-9-ll-3t. 


FOR 
SALE—Kindling woo'cK 
Large 
'"""' "" K" 
Schaller & llcKey Lum- 
load 
ber Co. 
FOR 
SALE=Chei\pVgifrT rain coat 
good as new. Phone Wisconsin 3b'l 
Hock County phone Black 268. 


13-9-10-St 


FOR 
SALE—Cheap, suit, two coats 


. and several dresses, 
Size IS 
4,lso 


graphaphone with 
records. 15 Jack- 
man street. 
New 
phone 813 Black 


Old phone 1412. 
- 13-9-lO-3t' 


Patent Attorney 


RICHARD S. C. CALDWELL, 


___^__ formerly of Morvsll & Caldwell, Pat- 


SOMEBODY 
WANTS 
what 
you ente, Trade Marks and Copyright* 
" haS UBt Wh" y°U waDt-ad-'815 Majestic Bldg., 
Milwaukee? w!s 


LEGAL NOTICES 


NOTICE TO LAY SIDEWALK. 


AN OLD REMEDY 


Beef, Iron and Wine is one of the 
good old remedies that has outlived 
a score of patent tonics, reasonable 'in us 
Pri,ce, a satisfactory tonic, appetizer 
and mild stimulant. 
There is noth- 
ing better for that tired, worried, list- 
less feeling or run-down condition of 
the system after illness ot any kind. 
It tones, the whole system, stimulates 
digestion, gives you appetite, is a good 
iron tonic for weak, pale children or 
old people, far more 
effective than 
malt extracts or so-called wine of cod 


of >-,,,lr Bai,I lot. and m . 
Ashhiml 
avenue 
roriK- 


thereof 


F0TTSALE—White, black African and i 
seabright bantams. Also a-number I 
of canaries from imported stock. 305 
No. Jackson street. 
22-9-9-3t 


LIVESTOCK 


COMMISSION 
MERCHANTS 
are 
not needed when you advertise here. 
COWS—513 new milchers and spring- 
ers for sale. 
A. G. Metzlnger. 


9-ll-21-3t. 


FOR 
SALE—Thoroughbred 
Shrop- 
shire rams. G. W. Hull, Whitewater, 
Wis.. Rte. 1. 
27-8-26-2Ct 


FARMERS, ATTENTION 


ON ACCOUNT 'OF'MOVING BINS 
No. 2 or pea coal at J7.50 per ton 
~ 
--..— - 
\villet T. 


13-9-3-ti 


for 
immediate 
delivery. 
Decker, both phones. 


FOR RENT—Six room 
house, 
1002 
Olive street. 
Inquire 1010 Olive 
street. 
ll-9-12-3t 


FOR 
RENT—Modern, house'in fine 
neighborhood, 
near 
in. 
Address 
"House1' care Gazette. 
11 


FOR 
RENT — Seven 
room 
house 
on 
Washington street. John Cun- 
ningham, 23 West Milwaukee.11-9-10-St 
FOR RENT — New modern 
6 room 
house, good location and neighbor- 


hood. 
Inquire F. H. Farnsworth, 228 
S. Wisconsin^ 
.__ 
.l 


FOR SALE—About 
40 leet 
S-inch 
riveted light iron smoke pipe. Will 
be sold at very low; 
Prig. Co. 
price. 
Gazette 


13-7-30-tf 


FOR SALE—Piece 
3Vi 
inch double 
! leather-belt, about lifc-feet long one- 
half price. 
Gazette Ptrg. Co. 


13-7-2S-tf 


FARMERS SAVE MONEY' by road- 
ing these offerings daily.' 
FOR SALE—Two '4 horse power gaso- 
line engines; 
one 2 horse power 
gasoline engiue. 
All in first class 
condition. 
F. B. - Burton, 
111 
No. 
Jackson St. 
; 
60-9-10-Gt 


FOR SALE—Three second' hand silo 
fillers. ,Nitscher Implement Co. 


60-8-24-tt 


BAUER & RAFTER 


RSAL ESTATE 


City and farm property. 


510 Jackman Blk; Janesville; Wis. 


For. sale .or exchange, ,140 acres of 
good land wtih good buildings, 3 
miles from Dousman, Waukesha 
Co., Wis. 


J. E. KENNEDY 


Sutherland Blk. Janesville, Wis. 


CALL,. AND SEE the Hoover Potato 
Digger and Picker, 
plement Co.: " ... 
Nitscher Im- 


60-8-29-tf 


MACHINERY.AND TOOLS. 


PAPER TO'WELS AND FIXTURES— 


: Sanitary and economical for schools 
and public buildings, ractoriea, wons 
rooms, etc., indispenaible for the Ait-l 
MANY PIECES OF MACHINERY 
chen, 26c per 
roll, *9 case of 60 are bought and sold under this head 
rolls, liazeua Priming Dept.. Pnone i 
"eau. 
77-4 rings ueU,'37 .Koolc Co. 
' 


13-12-tJ 
BICYCLES 


C-ni T~6""THE~FARM may be the 
»oluiion. u you don't find- a 
liers; advertise for it. 


_ 
__ 


FOR" RENT — House at 327 Madison 


St. 
Inquire phone. 720 Blue. 


11-9-8-Gt 


WANTED TO RENT ROOMS 


THIS SPACE the 
rent out her rooms. 


by advertis' 


^ Vi,I 
;',?J^^asreeable to both 
- — 
par- 
you have to dispose of 
'"" sold somewhere on 


old ingrain 
sizes, also rag 
Old phone 291. 


1227 S. Cherry St., 


6-9-ll-2t. 


FOR RENT—House, Old phone 1452. 
ll-9-S-5t 


MUSICAL INSRUMENTS 


~HEAL~BARGAlNS"~in musical"" 
etruments are dally advertised. 
In- 


BUSINESS OPPORTUNITY 


OPPORTUNITY 
comes 
only 
to 
hustlers.- If you are you are busy, a 
Gazette want ad will hustle for you 
by proxy. 
_HORSES_AND CARRIAGES_ 
~TRE~YOU~INTERESTED in buy- 
ing or selling a horse or carriage? 
Place your advertisement here and 
your desires will he accomplished. 


POR SALB—At St. Joaeph'i Convent, 
a new set of Roaary Beads. Golu 
Chains, Medalliona, statues, Crucliii- 
es ana Prayer Books lit reasonable 
prices. 
' 
13-12-a-tf. 


FOR SAXiE—10 horse power D. C 
electric motor, volts 24U, amp 375 
speed 750, pulley 
12x8x110-16, with 
speed 
regulator; 
all in flrst clasa 
condition. 
Cost $425 complete. Will 
sell at very reasonable price. Gazette 
Prtg Co., Janesville. 
13-7-17-if 


THE 
NSW 
GAZETTE 
PARCELS 
POST MAPS ol the United States 
giving all units and the zones from 
our Unit No. 2263, the moat cor- 
rect map published, are ready for 
delivery at the Gazette. -By paying 
up back subscriptions and paying for 
one year in advance for the Bally Ga- 
zette, the map will be sent free. The 
map is regularly sold at Sl.OO. Ga- 
zette patrons may have it at 25 cents 


BICYCLING is a healthful pastime. 
These ads will tell you where to buy 
HIGH fcUtAXUO BIC^CLJOS. C. U. Coi. 


48-12-30-tf. 


PBJDMO BROTHERS for Bicycles. 


• 
48-ll-2»-tf. 


HARDWARE 


HARDWARE can be sold at a pro- 


fit and bought at a saving under this 
heading.^ 
^^^ 


FOR" SALE—Air Tigit Heaters. .Only 
?1.2» each. Talk to Lowell; 
'• 
14-9-10-6t 


FOR 
SALE—A carload of 
Acorn 
Stoves and Ranges. The World's 
best 
Come in and see them. Easy 
payments. Talk to Lowell.. 14-9-10-6t 


LOST AND FOUND 
" 


or b; mail at 35 cents. 
2-13-tf. 


FOB SALE—Old newspapers, 5 cents 
a. bundle, Gazette Office. 13-6-14-tf 


VALUABLE articles are restored to 
their owners by means of these little 
Gazette ads. 
. . 
- 


LOST—Man's storm 
coat^ between 
Mt. Zion and Johnstown. 
Notify X 
W. Jorifis, Johnstown. 
25-9-il-3t 


FOR SALE 


One National Underslung car in 
good repair. 


E. T. FISH 


liver oil that depend upon their stim- 
ulants alone. Beef, Iron and Wine 
tones and sustains, it assists nature 
to recuperate, it's a food to the sick 
and nursing mothers. 
. Mr. Pfennig, our Graduate Pharrna- 


~ ,*<""iS<i'ax° ""d ''cvlccl UI'°" su"c'> I"? 


iIiyr,fr?«L<*m1'lc,rnVlmnn Council of tho 
?^<iJ™rr"M;Sk Cowlty> «•'«»•">• 


1'. .T. GOODMAX. 


SiroiM. Commissioner. 


STATE OF WISCONSIN. 
In Circuit. Court for fio 
Mary Van Vcrst, 
County. 


Plaintiff, 


Elmer V:ui Vel'St, 


Tll 
fc 
S<ii!e_ ot Wisconsin, to the sei'!l "li'cl 


Von- an 
hereby 
summoned 
to 
iiunnnr 
Wltllin. twenty |im-s :if|,.r 
f.,rv|co of 


summons, exclusive of tin- 
"' 
,-nr. rienmg, our graduate Pharma- snnimons. exclusive or th« dav of scrrlri' 
cist and Chemist, prepares our BeeL!ana a°fp»a ""' :''«"•<• eniliied action in "hV 
Iron, and Wine. It's always fr«sh '°ourt u'01'PKIIirl: an<1 '" <•"« of vonr r-aiiu-e 
ffi|e?rw^Bo^e. p^perl^ag^h0^ Effl>~^S«^"4^C<«"- 
wine and ^soluble iron.. 
We don't sell ready-made, hand-m>?- 


dow.n, 
factory-manufactured 
Beef 
Iron and Wine. We believe and know 
that medicine should be compounded 
only by the experienced and scientific- 
ally trained. 
-. 
• 
. 


Try t bottle of our Beef, Iron and 


of siiid Court. 


W. 
I. DOt.'OnERTV. 


PlnlntllTs Atlorncy. 


STATE OF WISCONSIN. 


COUNTY ^PYOBA1^ 
R° C K 


„ 
.„„ „„. „„. 
NOTICE IS HEREBY GIVEN, That 
more than satisfied. 
Get it at the at tlie Regular Term of the County 
Badger Drug Co., Milwaukee and Riv-|Court 
to be 
held in and for 
said 


Wine as made by Mr. Pfennig, 75c a 
full pint. 
Note its wholesome caste > 
and invigorating effect. 
You will be I 
satisfied. 
- 
- 


er streets. 


TBOS. M RAFTER 
GENERAL AUCTIONEER 
Have pleased others and can 


please you. 


JANESVILLE, WIS 


Phone_fiell 1804 


If you are looking for a city 


borne, some acre property close in, 
or a farm, we have them all at 
reasonable prices. 
SCOTT & JONES 


OXYGEN WELDING 


Endless Thresher-belts, 8 inches 


wide, 


F. 0. AMBROSE 


Machine and Boiler Shop. 


111-113 N. Main St. 


BRANCH OFFICE 
FOR 
GA- 


ZBTTE AT BAKER & SON 
For the convenience of its patron* 
and the public generally, the Gazette 
has established a branch office with 
J. P. Baker &- Son, Drug Store, cor- 
ner West Milwaukee and Franklin 
streets, 
i 


Copy for classifi&a advertisements, 
orders for papers, subscriptions and 
matters ot this nature, 
as well aa 
items of news may be left at the 
Baiter Drug Store, and will receive 
the same prompt attention as If they 
were sent direct to the office. 


County, at the Court House in tlie City 
of Janesville in said County on the 
first Tuesday of April. A, D., 1915 the 
following matters will be heard, con- 
sidered, examined and adjusted. 


All 
claims against William 
B 
Henry, late of the Town of Avon iu 
said County deceased. 


All >such claims must be presented 
for allowance to said Court, at the 
Court House in the City of Janesville 
in said County, on or before the Uth 
day of March, A. D., 1915, or be bar- 
red. 


Dated tlie llth day of September, 


By the Court: 
CHARLES L. F]FIELD. 


County Judge. 
Sprague & Jenks, Attorneys. 


GAZETTE 


WA*R ATLAS COWPOJV 


Inclosed please find 17c for which please send me one copy 


of your great War Book, entitled "Europe at War." 


(If ordering by mail please inclose 2 cents extra for postage.) 
Name ^ 


City 


State 


Clip this out and bring or mail to Gazette. 
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We make homes cozy because It Is our business to do so. There 


exists in the heart of every home-loving woman the desire to have 
everything properly harmonized and blended thus making the n°me 
comfortable arvd attractive. We know of no other store which so fully 
comprehends the requirements for artistic decoration of home* or 
every class or which provides so lavishly the needed materials. 


EXHIBITS 


That will meet with your approval are the exhibits of Corbin's 
Builders' Hardware by H. L. McNamara and the Holland Fur- 
nace by F. F. Van Coevern at the Builders' Exchange in. the 
East Side Carle Block, over Ziegler's. 


CEMENT BUILDING 


BLOCKS 


Best grade cement building blocks; made by experts; 


prices are absolutely right. Shall be glad to furnish estimates 
for you. 
-..- ... .., 


J. A. DENNING 


"DUSTLESS" 
C O A L 
Fifield Lumber Go. 


Both Phones 109 


MASTER BUILDER. 
60 S. FEANKLIN ST. 


TORRID ZONE 


FURNACES 


Will give you the greatest amount 
of radiating service possible. 


Radiating surface in a furnace 


is what makes a furnace valuable 
for without such radiating1 ser- 
vice your heat will go up the 
chimney. 
Talk to LOWELL 


A Dutch Colonial Cottage-By John Henry New son. 
"Home of Character, No. 169 


What promises to be a mighty helpful thing for the resi- 


dents of JanesviUe owning homes that were built without pro- 
vision being made for the use of electricity, is the 
campaign 


that we will launch in a short time. 


There is no gainsaying that one of the greatest factors in 


our present life is electricity. The great element doing the 
drudgery, which in olden times our own hands were forced to 
do is electricity. In other words the progressive 
world's 


slogan is: 


Do It Electrically. 


Jasiesville Electric Co. 


Gall On £. H. Po/fon For All 
Ksnsf® of Shoe* Motai Work 


and Gutter Work, 


Steel ceilings and roofing. New furnaces installed. Old furnaces 
repaired. In fact, all kinds of tin and sheet metal work. All 
work guaranteed. 


E. H. PELTON 


East Milwaukee Street. 
Repairs of All Kinds, 


WALL PAPERS, PAINTS, 


PICTURES 


Everything that goes to make the home beautiful. 
Diehls 


can supply you with valuable suggestions and can save you 
money. We'll be glad to furnish you with ideas that you may 
desire and make no charge for this service. 


O. W, DIEHLS 


THE ART STORE. 
26 W. MILW. ST. 


JORSCH FOR ELECTRICAL 


WORK 


I can save you money. Let me estimate your next wirinsr 


or other electrical job. Expert work guaranteed at reasonable 
prices. Just phone 
. 
. 
. 
«»>/» 


Ml A. JORSCH 


PRACTICAL ELECTRICIAN. 


422 LINCOLN STREET. 
BOTH PHONE*. 


JANESVILLE, W|». 


A small cottage worked out with wide siding .upon-.the walls and with-a.slate roof 


ieJi presents n pleasing appearance to the eye and possesses the high degree of'charae- 


tcr that is uln-ays apparent in the Dutch Colonial type 
of residence 
architecture 
The 


foundation is ot rough shale brick, the same ns the chimneys,.and the side walls are paint- 


ed cream color, with the trimmings and col- 
• 
. ' 


minis in white; the rooi: is in gray green slate. 


The floor plans call for three rooms down 
iSECONOFLOOR] 


stairs and three rooms and bath 6u the second 
' 


floor with no attic. The basement is under the. 
entire house and the grade landing is arranged 
on the stairs from the kitchen to basement, A 
eoat closet off of the entry hall is conveniently 
located, and the kitchen has a sink placed un- 
derneath, the windows, which affords good light 
for the same. A refrigerator is placed in the 
outer room of the kitchen, whicli is also de- 
sirable, placing the ice box in a convenient lo- 
cation for icing and providing at the same time 
a cold room off of the kitchen. The second 
floor has three bedrooms grouped around a 


small hall and each bedroom has a closet under the roof, while the front bedroom has e- 
window m one oi1 the closets. 


This design, 24x27 feet, caa be built for about $2500, using a. good grade of material 


and complete equipment, throughout. 
"^eimi, 


Inquiries answered if addressed, to "John Henry Newson," care of "Homes of Charae 


ter Dept," "The Gazette". Always give number of house. 


These chilly mornings and evenings 


have been just a little uncomfortable. We 
will have many more of them. 


Install a Gas Heating Stove 


and Be Comfortable 


Simply strike a match, turn on the 


gas, Presto! a cozy room in a few minutes. 
New Gas Light Company 


of JanesviUe 


3a* Our Exhibit of 


Corbin Builders' Hardware 


M the Buildorm' Exchange 
,< 


H. L McNAMARA 


If It It Good Hardware MeNamara Haa It. 


ij 
15 


FREESE BROS. 


Wert Pleasant Street. 
Both Phones. 


JANESVILLE BRICK WORKS 


Manufacturers and dealers of Clay Products. 


We handle every kind of good facing brick, fire brick, fire clay 
hollow tile and highest grade of motor colors and wall ties. 


Let us figure on your brick work 


Great 


Northern Life 


*. 


Insurance Company 


of Wausau, Wisconsin 


ORVttLE 
BROCKET! 


Both FhoBM. 


110 Jackman Bldg. 


iJUDI 


is a formula for making concrete 


floors Wear-proof, Dust-proof and Water-probf, Its adoption 
by leading factories, stores, printing plants, offices, farm build- 
ings and dwelling basements, and installation by them under 
varying conditions has proven its efficiency and correctness. 


LET US TELL YOU WHY. 


MTHPHONU 


117. 


Rugs For The New Home 


Up on the second floor where the light is best, you will find an 
unecrualled stock of fine rugs and carpets for your selection 
when you come to furnish your new home. 


T. P. BURNS 


DRY GOODS, CARPETS, MILLINERY. 


Beautiful Home Furnishings 


We supplied, the furniture for the magnificent new First 


National Bank Building and can furnsh your new home in the 
same good taste when you are ready. 


W. H. ASHCRAFT 


FURNITURE 
RUGS 


104 W. MILW. STY 
UNDERTAKING 


Hollow Walls of Concrete 


Steel Reinforced. 


For flat buildings.there is no better building material- no lath- - 
ing required on inside;, insulation perfect; is most economical, I 
Let me figure on your building. 
' 


WM. J, McQOWAN 


BUILDER. 


1426 Ruger Ave. 
New Phone'Black 1259. 


IMPERIAL KEROSENE 


Is sold everywhere. Buy. it. It will save you money, give more 
ugntrand save on the labor account in the home. We guarantee 
it.- • 
' ' ' . . . 


KINNIE A SOU 


PENNSYLVANIA OILS. 


Independent—Not in any Trust. 417 S. Academy St. ~ 


Both Phones. 


